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Nix Months for Only 40 Cents ! 


NOW FOR NEW SUBSCRIBERS. 


Get Your Bee-Keeping Friends and Neighbors 
to Take the Old American Bee Journal. 


We would like to have each of our present readers send at 
least one new subscriber for the Bee Journal before Aug. 1, 
1897. 
need to pay only 40 cents for the rest of this year. 


That surely will not be hard todo, when they will 
That is 
6 months, or only about 7 cents a month for the weekly 
American Bee Journal. Any one with only a colony or two 


of bees should jump at such an offer as that. 
Now, we don’t ask you to work for us for nothing, but 
will say that for each new 40-cent subscriber you send us, we 


will mail you your choicé of one of the following list: 


Wood Binder for the Bee Journal............................ 20¢ 
50 copies of le«flet on ** Why Eut Honey ?”.............. ... 20e. 
50 “ ” on * How to Keep Honey’”’......... .... 20c. 
50 = ” Oi Aistice Clover” oo ss csccves) voeweteds 20c. 
1 copy each *“* Preparation of Honey for the Market’’(10c.) 
and Doolittle’s ** Hive I Use " (S5C.) ...........0 00 cecces 15e. 


1 copy each Dadants’ * Handling Bees’’ (8c.)and * Bee- 


Pasturage a Necessity ’’(10c.) ....... wie 18¢e. 
Dr. Howard’s book on * Foul Brood ”’.........ccccccccccccee SOG. 
ey LE RON, , ,.. . .c cncchcecesea coesaghsprepen Mls 
Cheshire’s ** Foul Brood ”’ book (10c.) and Dadants’ ** Hand- 

ling Bees”’ [8c ]...... - od aie. 04 ha sie mga aia 18c. 
Ur. Foote’s Hand-Book of Health...............sccceccsscsee 2OC. 
ee, . 5, ceovencicisn cash eereesaeees aku 
Our Poultry Doctor, by Fanny Feild......... ............... 25c. 
Poultry for Market and Profit, by Fanny Field.. .......... 25e. 
i .  .... osskeGessebnubeseseunensseena ane 
Tees Cae Mees ae Profit .... .. .. .ccccccsscccccscesevers 25c. 
Green’s Four Books on Fruit-Growing ...................... 25e. 
Ropp Commercial Calculator No. 1........ ‘anawiheamkwndng, a 
ene GG Deenes BF PIE. COOK... osc cccciccccccccsces sencece BOCs 
Bienen-Kultur [German] wack horse a Oba danas ene aa 40c. 
Kendail’s Horse-Book [English or German]... ... ......... 25e. 
Te ree 
1 4; Sweet sg te Pe eee 
1% * Alsike “* “ ne rer a 
1% “ Alfalfa “  , webensenaneeeee aceyaes I 
1% “* Crimson * “ + anakannae aan nee ove ee. 
The Horse—How to Break and Handle.. ....... ............ 20e. 


We make the above offers only to those who are now sub- 
scribers ; in other words, no one sending in his own 40 cents 


as a new subscriber can also claim a choice of the above list. 


GEORGE W. YORK & CO. 
118 Michigan St., - CHICAGO, ILL. 

















A Mexican Apiary. 


| Fiseetenpennesinceneam 
| aan 


Old Mexico, who is rapidly adopting modern methods and 
fixtures. He has very kindly sent us a photograph of his old 
bee-bouse. At the right end is a six-story Dzierzon hive; 
the 20 others are a modified Langstroth—some with supers 
and some without. 

The top is from an old car, the roof-shade extended with 
long shingles. The big leaves shown are from the banana 
tree, and underneath them are coffee and cocoanut trees. The 


| Mr. F. Bussler is one of the rising young bee-keepers of 
| 














Mr. F. Bussler and His Apiary in Mevico. 


mountain in the rear is Borego. A delightful place for an 
apiary ! 

Mr. Bussler himself appears on the scene. He is hopeful 
of getting bee-keeping well started in Mexico. We bespeak 
for him much success, and trust that as he leads, others may 
follow, until the land of the ancients may, as did another 
land of ye olden time, ‘‘ flow with milk and honey.” 

Mr. B. is about to translate portions of a standard work 
on bees into the language used most generally in Mexico— 
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which we believe is Spanish. This will help greatly to 
familiarize the people with modern progressive bee-keeping, 
and tend to create a deeper interest in the care and profitable 
culture of the busy bee in the land of the Montezumas. 


3K 


Purity of Italian Queens and Drones. 
BY DR. E. GALLUP. 


On page 322, John McArthur, under the head of ‘‘ Purity 
of Italian Queens and Drones,” has succeeded pretty effectually 


in building up a man of straw and calling his name ‘‘ Gallup,” 


and then knocking him down so effectually that he probably 
never will get up again. 

The real Gallup believes, and knows, that bees can be 
improved as well as any other living animal or insect, as well 
as human beings. Even as far back as old Bible times Jacob 
understood this law toa certain extent, when he raised his 
ring-streakt and speckled cattle. Dr. Fowler proves pretty 
effectually that a mother, while pregnant, imparts the dispo- 
sition and characteristics to her offspring by her own thoughts, 
surroundings, etc., hence one child may be of a very sweet 
disposition and another the reverse; one will be an architect, 
another the reverse, etc. Still, he goes not teach that the 
one will be black and the other white. 

Mr. Aaron Benedict went to Kelley’s Island early in the 
spring while the weather was cold and windy, with his little 
4x6 boxes of nuclei, containing a few eggs and a few bees in 
each box without regard to age—in all probability past the 
age of nursing—and he said he succeeded in rearing a few 
small, inferior queens, and they were as black as crows, and 
he attributed the fault all to the queen. And there was where 
the dispute came in between him and the real Gallup. He 
acknowledged afterwards that the queen that he reared those 
inferior ones from was a pure queen, but still would not 
acknowledge that the fault was in his methods. 

Now Mr. McArthur has consigned his man of straw, that 
he has named Gallup, back to those times of rearing queens 
in small nuclei, with everything lacking to rear good queens. 
Well, let him stay there. Noone should go back 50 years, 
but press forward. 

Now, where did we get our Italian bees? From Italy, of 
course. Adam Grimm said that the most of his imported 
queens (and he went there and selected them) produced per- 
fectly black drones, and smaller, if anything, than drones 
from our native black bees. About that time one queen: 
breeder advertised his bees as extra pure, for his drones were 
extra large and yellow—conclusive proof at that early date 
that they were hybrids. 

Many queen-breeders are becoming convinced, and 
honestly so, that an Italian queen mated to a black drone 
affects her drone progeny to a certain extent, and I am one of 
that number. Here is what one says in his circular: 

‘* We have proved to our entire satisfaction that the fer- 
tilization of a queen affects her drone progeny. In other 


words, drones from an Italian queen that has mated with a 
drone other than her own species are not pure Italians.” 


Here is what another queen-breeder says in his price-list . 


‘* A few years ago 5-banded queens were highly praised, 
and largely advertised by some queen-breeders. Having a 
great many orders for them, we finally concluded to breed and 
test them thoroughly. The stock we obtained was claimed to 
be the original Doolittle strain. The 5-banders do not prove 
to be a fixt strain. Some are fairly good workers, but they 
seldom equaled and never surpast ofr 3-banded Italians in 
honey-gathering. We became so thoroughly disgusted with 
them that we discontinued breeding them. Our experience 
with the golden bees has been the same with many bee-keepers 
and breeders.” 


Now I will give my experience. I am not rearing bees for 


sale, and being well known, many queen-breeders are anxious 
for me to test their strain of bees, and so they are sending 








queens for me to test and report, and having received queens 
from some 2O different breeders, it gives me an excellent 
opportunity to compare stock or strains of bees. Nine out of 
ten of those that purchase, select for markings, or looks and 
beauty, instead of profit and production, and I must say that 
so far the Albinos or golden beauties, as some call them, do 
not come up to my standard. Iam of that class who believe, 
and honestly, that bees can be improved, and I am not going 
to say, just yet, that they cannot be improved in color and 
markings as well as in other good qualities. 

Instead of being prepared to say thatI have written, or 
intended to write, erroneously, or am selfish in the least, as 
Mr. McArthur says, I have always intended to give facts. 
Still, I may be misunderstood at times, as itis a hard matter 
for me to give the whole history of bee-keeping in one short 
article. 

I am contemplating writing an article next fall, or after 
the season is over, on the difference in the strain of bees I am 
testing. I shall not give the names of breeders in that 
article. 

Right here I wish to publicly thank those breeders that 
donate queens. x Orange Co., Calif. 


Distinguishing Purity in Bees—Swarming. 
BY DR. C. C. MILLER. 


Mr. McArthur, on page 339, thinks it is ridiculous that 
any breeder of thoroughbred stock should describe with accu- 
racy the progeny and yet not be able to describe the sire or 
dam. Does sound somewhat in that direction when you put 
it that way, and yet I have to see the first instance, so far as 
I remember, in which purity of Italian bees was described in 
any other way than by giving the marking of the workers. 
The thing that puzzles me, however, is that while he takes 
me to task for my ignorance, Mr. McArthur doesn’t throw the 
slightest ray of light upon the question any more than I do. 
Practically, he says it’s an easy thing to give the markings of 
a pure Italian drone and queen, but if he has given such 
markings, or if any one else has, I don’t remember it. 


Now, I’m not a scientific breeder—just an everyday 
honey-producer, and not always a very successful one, either 
—and I confess I can’t tell by looking at a queen or a drone 
whether they are of pure stock Italian, or half black. Very 
likely | might know a good deal more thanI do about the 
matter, altho I feel just a trifle skeptical as to being ever able 
to say with positiveness from looking at a drone whether it’s 
pure Italian or not; but at any rate I’m anxious to know bet- 
ter than I now do, and I'll look with interest to have Mr. 
McArthur tell us in the ‘*Old Reliable” how to diagnose a 
case of pure blood. 


NATURAL SWARMING VS. DIVIDING. 


On page 370, Mr. Faylor has the Dadants and myself 
somewhat mixt, or if he has us all straightin his own mind 
he tells things in such a way that he leaves us mixt in the 
minds of the readers. That is, the understanding will be 
that by preference my increase is made by natural swarming, 
little or no increase being made otherwise, while the Dadants 
make every effort to prevent natural swarming, preferring 
artificial increase. Asa matter of fact, I don’t believe the 
Dadants dislike natural swarming with the intense dislike | 
have for it, but for some reason they have so little natural 
swarming that they are obliged to resort to artificial increase. 
On the other hand, not one case in fifty of my increase is by 
natural swarming, the few cases that do occur being entirely 
without my wish. 

Mr. Faylor is right in raising his hives %{ of an inch, but 
it will not prevent swarming in nine cases out of ten in a!! 
places. My hives are raised, not only % of an inch, but 
oftener half an inch or more, but it seems to have little effect 
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on swarming. Possibly location may have something to do 
with it. I envy Mr. Faylor his immunity from swarming, but 
assure him that I have not bred up a strain of swarming bees 
by continued encouragement of natural swarming. 
McHenry Co. Ill. 
K 


Foul Brood—Pickled Brood, or New Disease. 
BY E. 8S. LOVESY. 


While in some portions of Utah the season of 1896 a few 
or more colonies of bees were affected with that dread disease 
known as foul brood, a far greater percentage of the bees in 
some portions of the State were troubled with a disease which 
in some respects was somewhat similar to foul brood, but it 
was by no means as dangerous. Where proper care was ob- 
served I haye not heard of any bees dying with the disease. 
But in some instances the bees were more or less weakened, 
which may have more or less affected the chances of safely 
bringing them through the winter. 


This disease first made its appearance here last spring 
(1896); at least that was the first time I saw or heard of it. 
Many theories have been advanced as to the origin or cause of 
this disease. Many are of the opinion that one of the princi- 
pal causes was the extreme wet, cold, backward spring that 
prevailed through the central part of the State last year, 
causing more or less loss by spring dwindling, and this in 
turn caused chilled brood, and many of our bee-keepers think 
this was one of the causes of this new bee-disease. Be that as 
it may, I find that after it once starts it often spreads very 
rapidly from one colony to another, and from one locality to 
another, without any apparent cause. It made its appear- 
ance early in the spring in some localities, and along in mid- 
summer it would suddenly make its appearance ten or more 
miles distant in localities which had hitherto been free from 
the disease ; and as we found it in scores of strong and hither- 
to healthy colonies, which were never troubled with chilled 
brood, is proof that there must be other causes. 


It seems plausible that it floatsin the atmosphere like 
malaria and other diseases ; and while we see its effects, who 
can describe to us the cause ? 

In my experience with the disease the past season, I 
noticed that it ebbed and flowed. Sometimes when the bees 
were vigorous they would become comparatively free from the 
disease, and in some instances when strong colonies swarmed, 
the old queen in her new home when she again began to lay, 
the bees would be free from the disease; and afterward, if 
they were attackt with the disease, if the bees built up vigor- 
ously, they would not be visibly affected; but when the bees 
failed to build up sufficiently, the disease would sometimes use 
them up. 

This disease is certainly contagious, and it spreads faster 
even than foul brood. While in some respects it is somewhat 
similar to foul brood, and some of our bee-keepers at first 
sight think it is foul brood, but it does not have that offensive 
smell, and it never assumes that stringy or coffee-colored 
appearance peculiar to foul brood. Itis strictly a disease of 
the brood—the larve dies in the cell, usually after they are 
nearly full-grown, then the dead larve gradually shrivels and 
dries up; and when about the size of a common house-fly the 
bees pick them outof the hive. 

Another difference between this disease and foul brood, 
the diseased larve can with care be drawn out of the cells 
whole at any stage of tke disease, which, of course, we all 
know cannot be done with foul brood. 


QUESTION.—Is this disease, as I have described it, the dis- 


ease known as pickled brood? If so, why is it called ‘‘ pickled 
brood ?” . 


The disease like foul brood can be cured by transferring 
the bees into a clean hive on foundation. After many experi- 





ments I have discovered that a simple sprinkling of dry salt 
is one of the very best remedies for this and other bee-dis- 
eases. In the treatment of this disease, especially, I obtained 
some very gratifying results the past season with this salt 
remedy. Sprinkle fine, dry salt over the combs, bees and 
brood, and if the first dressing does not cure them, repeat it 
about every two weeks, until they are allright. Sometimes 
one dressing is sufficient. There is no need for alarm that 
the salt will injure the bees—it wil! freshen them up, and tend 
to keep them clean. Scatter from one to two handfuls over a 
colony at each dressing. 


I have also found this salt remedy of material benefit for 
holding in check, and in preventing, the spread of foul brood. 


It will also assist in preventing much of the ravages of bee- 
enemies, which I may write up later. 


While al) bee-keepers are aware that foul brood is more 
fatal, and much more to be dreaded, than this new disease, 
still it does not fly around and spread to the extent that this 
disease does. Foul brood, like diphtheria and other diseases, 
is only introduced by contact with the disease, but this new 
disease, like typhoid and other diseases, when or where it is 
prevalent it floats in space, and is liable to drop and com- 
mence its destructive operations at any time without (to us) 
any explainable cause. x Utah Co., Utah. 


‘‘Intelligence in Bees ’’—A Criticism. 
BY I. W. BECKWITH. 

At first when I read the article with the above heading 
which appeared in the March number of the Progressive Bee- 
Keeper, I was inclined to doubt that an intelligent, logical 
man like G. M. Doolittle could be the author; but as he does 
not deny the authorship, I am compelled to admit that he 
wrote it. The article is composed entirely of seven positive 
assertions, each of which needs proof. 


He says: ‘‘ Bees have the same habits that they had at 
their creation, as permanent and unvarying as the attraction 
of gravitation, or any law of nature.” 


In that statement Mr. Doolittle denies the whole doctrine 
of evolution which scientists, with scarcely an exception, have 
endorst. When a man denies a theory which has been ac- 
cepted by the learned men of the world generally, and then 
uses that denial to prove a point in controversy, he should 
give some reason for believing that he is right and all the 
world beside wrong. 


There are a few points on whichI wish to saya few 
words. Hesays: ‘* Bees are incapable of education; they 
learn nothing ;” but I find that whenever I move my bees to a 
new location they have to learn *‘ where they are at;” and wild 
bee-hunters find that the bees learn where the bait is. I once 
put avery long, conical bee-escape over a hole in my honey- 
house, and after the bees had escaped through it for a consid- 
erable time they learned to return througb it. I closed the 
escape for a few days, and on opening it again I found that 
they remembered as well as learned. Cases almost innumer- 
able might be given to show that bees learn and remember. 
The fact that they cannot ‘learn tricks like dogs and horses ” 
does not prove that they can learn nothing. 


Mr. Doolittle says: ‘* If bees possest the intelligence of 
the higher order of animals...... they would become a curse 
instead of a blessing.” The more intelligence dogs and horses 
possess the more serviceable they are, and he does not know 
but the same may be true of bees. 


The subject of reason and instinct seems to have created 
a considerable interest of late in the minds of the reading 
public, and a writer in alate number of Natural Science at- 
tempts to show, and not entirely in vain, I think, that very 
many of the actions of the lower animals which have generally 
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been attributed to instinct, are the results of education and 
memory. 

There seems to be a popular belief among a certain class 
that mankind acts only by reason, and the lower animals only 
by instinct, and aside from that class there are probably no 
two persons who would draw the line between reason and in- 
stinct through exactly the same point. My own opinion is 
that mankind possesses the greatest amount of intelligence of 
any being on this mundane sphere,and yet he acts, to acertain 
extent, through the agency of instinct; and from man we 
may pass down through the whole lineof animated beings and 
find a diminishing scale of intelligence until we reach the 
lowest animal! life where intelligence is almost infinitesimal. I 
do not expect to know all this as I might a principle in 
mathematics, nor do I expect it to be accepted without proof 
simply because I have said it. I eat and drink because Na- 
ture (instinct), and not reason, induces me to do so; and so 
does all animal creation. I wish to move from one place to 
another, and Natwre causes the proper muscles to contract 
and relax so as to cause my feet to carry me whither I will; 
and the same is true of all animals. 


Nature instructs the new-born babe to draw its first meal 
from its mother, the same as it teaches all young animals. 

I avoid the hot stove because reason teaches me that it 
will burn; and experience and reason teach most of the lower 
animals, at least the same lesson that I have learned. 

Weld Co., Colo. 
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A Painful, Yet Profitable, Bee-Sting. 


BY MRS. ELIZABETH GRINNELL. 


I am a housekeeper by profession and practice, also a 
writer of stories and articles, hence [am desirous of getting 
all there is in life which can contribute to either of these con- 
ditions. I have therefore possest a couple of colonies of bees 
for a year or two, and a part of every day has been devoted to 
my being entertained by them. They are near my screen 
porch, among roses and sweet peas and orange blossoms, 
where I can hear them should they speak, and where I can 
see them while I work. I have never taken any honey from 
them as yet, but there are prospects. I know bees, and love 
them, being the daughter of a bee-keeper who kept them, and 
managed them on the old-fashioned scale, back 
good part of a century ago. 


in Maine, a 


I also have a neighbor who loves bees. This is Dr. Chas. 
H. Carter, recently of Chicago, who, on account of the attrac- 
tions of the climate, is living on our street. Dr. Carter and I 
have had many a delightful hour talking about bees and com- 
paring blank notes. 

Well, May 5 we were looking at my hives, making per- 
sonal remarks about the bees, and guessing the amount of 
honey we should get, when an Italian crawled under my veil 
and kist me on the upper lip. I at once felt such nervous 
sensations that I could scarcely remain to help my friend re- 
place the frames. I had been stung many times, and only 
laught at the effect. This time I did notlangh. In ten min- 
utes I was swollen from head to foot, and perfectly scarlet. 
At first the skin was dotted with points scarcely elevated, 
then there were welts two inches long, white when rubbed, 
and stingingly sensitive. The lip itself was not painful, nor 
did it swell so very much. I walkt about until warned by the 
most violent of heart-beats that I must liedown. Then com- 
menced a chattering of teeth, and a trembling of limbs, and a 
throbbing of the ears, and such a genera! commotion of body 
as to be extremely interesting to myself and the attending 
physicians—my husband, Dr. Grinnell, as well as Dr. Carter, 
remaining with me and attending me for the remainder of the 
siege. 

After a couple of days the rash, which had departed, re- 





turned less violently than at first, and I grew gradually bet- 
ter, tho feverish and suffering all the effects of general blood- 
poisoning. Such cases as this are to be found in the books, 
but they are rare, and so this account of mine may be inter- 
esting—not so interesting, however, as tha following sequel : 


I happen to carry a life and accident policy in a certain 
company well known in this section. When I told my attend- 
ing physicians that I should request an indemnity, they 
smiled. However, they good-naturedly aided me, and I re- 
ceived a check from the company for the amount of indemnity 
requested. This for a bee-sting. The reason my physicians 
smiled was because they knew it would be a test case, and 
that such an accident as a bee-sting was not ip the usual 
category of casualties. 

Now, the moral to my’tale is this: On going into the bee- 
business, procure an accident policy. When examining bees 
have competent witnesses present, and, if possible, a physician 
in good standing. Apply for your indemnity when stung, if 
the accident be at all serious. What came to me in conse- 
quence of that Italian honey-bee’s kiss would double my stock 
of colonies. Of course, if the physician happens to be a family 
friend, his services will cost you nothing, as mine did, and you 
have the indemnity money free of al] incumbrances. 

Los Angeles Co., Calif. 


P. S.—I am of the opinion that it takes a real live Italian 
bee to insure good any claim on the accident companies. 
Blacks are of no account in that line according to my experi- 
ence. Their stings don’t take hold like those of the Italians, 
and one has to make out a good case to get the indemnity. 

E. G. 
ufs 
ae 


Popular Honey-Packages and Organization. 


BY J. H. MARTIN. 


In discussing the small-package subject I wish to first re- 
fer to the improvements in the production of comb honey. 
The most of us can remember when comb honey was taken 
from the hives in 12-pound boxes, and the consumer was then 
glad to getitin that shape. The next improvement was a 3 
and 5 pound box with tin covers, and glass on all four sides. 
This was a popular package in some markets, and was an im- 
provement over the 12-pound box. Next came the Harbison 
2-pound section, and Mr. Harbison had the honor of shipping 
the first carload of honey put up in that shape to the Eastern 
markets. When these nice sections were placed upon the 
Eastern markets there was a great demand for our honey. 
Grocers in every town of any considerable size advertised 
California honey, and in those days California bee-keeping 
paid as it never has since. 

About, or soon after, the introduction of the Harbison 
section, the honey-extractor was invented and liquid honey 
was put extensively upon the market. Mr. Harbison did not 
introduce extractors into his apiaries. He urged that the 
introduction of so much liquid honey in the markets of the 
world at such low prices as it was then sold at wholesale would 
degrade the price of comb honey. When liquid honey was 
sold at wholesale even at 7 or 8 cents, he claimed that comb 
honey would drop from its high standard of 20 to 25 cents to 
approximate somewhere near the lower product. Mr. Harbi- 
son was using his patented hive; it was not adapted to the 
use of the extractor, and bee-men, or those directly interested 
in the use of extractors, accused Mr. Harbison of selfish 
motives in his opposition to the use of the extractors. But 
time and the logic of facts indicate all good ideas, and Mr. 
Harbison wasright. If the honey-extractor had never been 
invented, the bee-keeping interests would have been better off 
to-day. ° 

In expressing this opinion in relation to the extractor I 
am viewing present conditions, but not forecasting the future. 
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Iam aware that the argumentis abroad that while comb 
honey is always a luxury, used only by the few, that the 
low price of extracted honey enables the poor man to indulge 
in a sweet that he would otherwise be deprived of; but how 
much pure extracted honey does the poor laboring man get 
when the product is put up by packing houses in our cities ? 
Right here let me make a statement that may be surprising, 
but nevertheless true, viz.: that our wonderful honey-extractor 
has been of more benefit to the manufacturers of glucose than 
to bee-keepers. In the absence of the extractor there would 
have been no glucosed honey. There would not have been 
such a great amount produced, while the price would have 
been held within the lines of supply and demand, and prices 
would have been better. 


However, we have the extractor and millions of pounds of 
extracted honey, and what are we going to do about it? Now 
the only way I see out of the trouble is through legislation, in 
the improvement of our packages, and in the organization of 
exchanges—for only through organization can anything be 
accom plisht. 

In the matter of improvement of honey-packages, if we 
trace the comb-honey business a little further we find the next 
improvement was the introduction of the J-pound section. 
Now a great many claim that bees will store more honey in a 
2-pound section than in a 1-pound, tho the statement seems 
to be largely a matter of opinion. We do know, however, 
that it will not pay to use a smaller section, hence it may be 
said that we have arrived at perfection in comb-honey pack- 
ages. 

If we now turn to our extracted product we find that we 
have no uniform or special package in which to place our 
honey. I regard the Muth jar as coming the nearest to it, 
but even that is used to a limited extent, while upon our mar- 
kets the fruit-jars are largely used. The great bulk of our 
honey is sold in 60-pound cans, to be repackt as already 
stated, or to be used for manufacturing purposes. I claim 
that we shall need for the successful sale of our extracted 
honey just as uniform and popular a package as the l-pound 
section is for comb honey, and that all of our best grade 
should so be put up. The producer can hardly be trusted to 
put his honey upin a uniform shape; it should therefore be 
done at some central point by an association of bee-keepers. 
The benefits to be derived from such a uniform putting up of 
honey would be that we would open up an entirely new mar- 
ket, and at the same time avoid the conflict with the jocal or 
commission dealers, as we inevitably do when selling in bulk. 

An important point in selling honey is fixing the selling 
price in the Eastern markets, and notably in Chicago. If the 
commission-men were all reliable, the bee-keepers would have 
no cause of complaint, but when irresponsible parties are per- 
mitted to handle big amounts of honey demoralization of 
prices will ensue. I think that we can safely say that the 
commission business, as largely conducted in Los Angeles and 
elsewhere, has its ** peculiarities,” and that is not the worst 
feature of it—we producers are in a measure responsible, be- 
cause of the support we give it. 

Finally, can 
many evils ? 


we through organization overcome these 
I think we can—in fact, I know we can; but 
there is a big “if” in the problem. Jf bee-keepers will! hold 
together in an organization for the furtherance of their own 
interests; and if they do, a few years will see a vast improve- 
ment in the honey industry, and better prices. The only 
remedy is organization and marketing our produce in uniform 
and popular packages.—Rural Californian. 
Los Angeles Co., Calif. 
3 
Every Present Subscriber of the Bee Journal 


should be an agent for it, and get all others possible to sub- 
scribe for it. See offers on page 417. 
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Report of the North nenaetonil anvuntion Held 
at St. Joseph, me, Oct. 10-12, 1894. 


REPORTED BY LOUIS R. LIGHTON. 


[Continued | from page 407.1] 
The report of the Auditing Committee was read and ac- 
cepted. 











QUEEN-REARING. 


The paper, ‘‘The Most Economic Way to Breed Queens 
Consistent with Prolificness and Longevity,” by Dr. J. P. H. 
Brown, of Georgia, was read by Dr. Miller. | This 
still in Mr. Benton’s hands.—Eb. ] 

Mr. Holtermann—I will confess that I have gone toa 
great many conventions, and hoped to hear a thorough paper 
on queen-rearing, and altho valuable points may have been 
opened up I have failed to heara thorough paper on queen- 
rearing, and I hope that inthe no distant future we shall 
hear a thorough paper on this subject, one that will go into 
the details as to how todo these things. 
like information in that direction. There is a little point that 
came to my attention this season. Of course I don’t know 
everything that is written about bee-keeping, and I think 
sometimes I have just read a thing that I have not read be- 
fore. Perhaps I have. I think there is,a fixt time given after 
making the colony queenless to give it the larve. I have 
made up my mind that thatis a mistake, and that when the 
bees get that *‘queenless hum,” that is the time to give them 
the larve for queen-rearing, no matter whether itis in two 
hours or three days. That is a new point to me. 


paper is 


I must confess I would 


Dr. Miller—I do sincerely hope that Mr. Holtermann’s 
wish will never be granted, that we will have a full and com- 
plete paper before this convention in regard to queen-rearing. 
But if he knows any one in this country, or any other country, 
that he thinks will do it better than any one else, I should be 
glad to have him get the paper and then publish it in the bee- 
periodicals, and then if there is anything Jeft for discussion it 
can be discust in print; but don’t let it rest until we have it 
here for discussion. I think itis a mistake to make a colony 
queenless, and then in justso many hours give a queen to 
them. Sometimes a colony will notice ata very early stage 
that it is queenless, and I do not think the right way is to fix 
the hour, but when the colony commences to build queen-cells, 
that is the proper time, and the fixt time. 

Mr. Holtermann—lI don’t think we will ever have the 
exhaustive paper on queen-rearing before this convention. If 
we did, we would all go home and rear queens ourselves, and 
then where would the queen-rearers be ? 

Dr. Miller—As to the point Mr. Holtermann makes there 
is something in it. After a good deal of experience in queen- 
rearing—and, by the way, I don’t believe it is correct that the 
queen-rearers want to keep their secrets to themselves—I am 
inclined to the opinion that I am safe in not paying any atten- 
tion whatever to the time when beesare ready for their larve ; 
and yet I don’t quite agree with the views exprest by Mr. 
Holtermann. If acolony is made queenless, and they have 
brood in all stages, I have found it an almost universal rule 
that in about 12 days from that time they would have a queen 
hatcht out, showing*that they select a young enough larva. 


Dr. Miller—I move you, Mr. President, that the National 
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Bee-Keepers’ Union be askt to make a report on the doings of 
the organization. Carried. [This Report was publisht in 
1894.—Eb. | 

The convention then adjourned until 2 o’clock p.m. 


THIRD DAY—AFTERNOON SESSION. 


A 2 p.m. the convention was called to order by Pres. 
Abbott, and upon motion the Question-Box was again taken 
up. 

AN ADVANTAGE OF CONVENTIONS. 

Dr. Miller—I want to make an observation which may 
apply to some here. It isa common thing to find out some 
valuable points at a convention that we could not get else- 
where. Here is a man out on a farm who does not say very 
much about bees, and does not write anything about them be- 
cause he thinks he cannot write a very elaborate article, and 
so he keeps quiet. He might know something that I do not 
know, but want to find out about. This is a kind of a one- 
sided affair for you to get all of the good things and keep your 
mouth shut about what you know, and not give the good 
things to others. 

Pres. Abbott—Mr. Dadant said that he had gotten enough 
information on one point at this convention to pay his ex- 
penses here. 

Mr. Dadant—Thatis in regard to the sugar-cake for win- 
tering bees. 

Pres. Abbott—I use the least amount of water that will 
melt up the granulated sugar. I melt it thoroughly until it is 
dissolved, boiling it very carefully until it will stay in a bard 
cake like maple sugar. You can tell when it gets that way 
by dropping it in water. The cake will weigh about seven, 
eight or nine pounds, and I put acouple of sticks under it to 
keep it off of the frames and make a bee-space under it. 
There is one thing you want to do, and that is stir the sugar 
while it is melting to make it granulate so thatit will hold 
moisture, and the bees can work on it better. 


Mr. H. G. Barber, of the State University at Lincoln, 
Nebr., assistant of Prof. Bruner, was introduced to the con- 
vention by Mr. Benton. 

Mr. Barber—I am sorry that I cannot say very much that 
will be of berefit to you. Mr. Bruner is the entomologist, and 
I his assistant, having charge of his bee-work. We have had 
avery poor year. We started out in February, purchasing 
five colonies, but have not brancht out very much this year. 
We lost one colony through accident. I came here to learn 
what I could, and have been very much pleased to have this 
opportunity to listen. 

Dr. Miller sang the ‘*‘ Land of the Leal” and a negro 
spiritual song, after which the convention closed its Quarter 
Centennial meeting by all singing, *‘ Blest Be the Tie that 
Binds.” Louis R. Liguton, Reporter. 


The Horse—How to Break and Handle.— 
This is a pamphlet of 32 pages, giving complete instructions 
for breaking and educating colts, teaching horses to drive, 
and for use under the saddle, together with many instructions 
which have never before been publisht, and which are the re- 
sult of the author’s experience covering a period of 2U years. 
By Prof. Wm. Mullen, with whom the editor of the Bee Jour- 
nal is personally acquainted. Price, postpaid, 20 cents; or 
given as a premium for sending us one new subscriber to the 
Bee Journal for the rest of the year at 50 cents. 


oe 


A New Binder for holding a year’s numbers of the 
American Bee Journal, we propose to mail, postpaid, to every 
subscriber who sends us ZO cents. It is called **The Wood 
Binder,” is patented, and is an entirely new and very simple 
arrangement. Full printed directions accompany each Binder. 
Every reader should get it, and preserve the copies of the Bee 
Journal as fast as they are received. They are invaluable for 
reference, and at the low price of the Binder you can afford to 
get it yearly. 











CONDUCTED BY 
DR. C. OC. MILLER, MARENGO, ILL, 


(Questions may be mailed to the Bee Journal, or to Dr. Miller direct. ] 








A Clipt Virgin Queen. 


A friend of ours clipt the wing of a virgin queen that 
issued with an after-swarm or second swarm. What will the 
result be ? KANSAS. 

ANSWER.—The probability is that he will have a drone- 
laying queen. Possibly she may never lay. But it may hap- 
pen that the queen was fertilized at the time the bees 
swarmed, in which case the queen will be allright. As you 
put the question, however, a virgin queen, there can be only 
one result—the ruin of the colony. 

—> 


A Case of Laying Workers. 


Three weeks ago I hived a small swarm of bees (about a 
quart measure full), but could find no queen. Now they have 
sealed brood in drone-cells, and in some of the unsealed cells 
which I examined with a strong glass shows as high as 15 
eggs in one cell, and that is what I cannot understand. They 
have no queen yet, but two cells started. NOVICE. 

ANSWER.—Sorry to say you have a case of laying-workers. 
The best and cheapest thing is to break up the whole business 
at once, giving the combs and bees to other colonies, or unit- 
ing the colony with some weak colony that has a normal lay- 
ing queen. 


Brood-Combs Filled with Pollen. 


I notice some of my brood-combs have cells full of pollen. 

Is there any way to get it out so thatthe queen can use them ? 
KANSAS. 

ANSWER.—The queen cannot put eggs in cells that con- 
tain either pollen or honey, and the remedy is the same in 
both cases. Just let them alone and the bees will empty out 
both when the right time comes. Beginners too often under- 
value pollen. Bees cannot get along without it, and it’s worth 
as much to them as honey. A strong colony ought to have on 
hand enough pollen to fill pretty well one comb. Better let 
them manage the pollen business. If it’s any comfort to you 
to see the pollen emptied out of the cells, just take a comb 
filled with pollen from one side of the hive where you find it 
in a strong colony, putitin the middle of the brood-nest and 
look some days later to see how much pollen is left. But it’s 
a great deal better to leave it at the sideof the hive where the 
bees placed it. 


Perhaps Bee.Paraly sis. 


I have one 3-frame nucleus that I ordered from the West 
June l. I notice every warm day that some of the young 
bees walk out of the hive before they can fly. Someof them 
act as if they wanted to fly, and some of them tremble a little. 
I seldom have seen one of them return to the hive. ‘They will 
be very quiet for awhile, and then they get restless and run 
and bop about. I have never read or heard of bees acting 
that way, so I concluded I would ask if you could tell what is 
the matter with them, and if there is any way to stop it. 

WeEstT VIRGINIA. 

ANSWER.—As you describe it, the case sounds just a little 
like paralysis. If thatis the case it may not be very destruc- 
tive, altho farther south it becomes very bad. As yet there 
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seems to beno surecure. Remedy after remedy has been 
announced as a sure cure, but upon next trial the remedy 
failed. The latest given is one in Gleanings, and may be 
worth trying. It is to throw some strange bees into the hive, 
the theory being that in an affected colony the bees don’t like 
to throw out their sick sisters, but strange bees are not so 
tender-hearted, and will hustle them out without ceremony. 
The report states that a cure has been effected by merely 
making a diseased colony change places with a healthy one. 
Of course tbat would throw a big lot of strange bees into the 


diseased colony. 
ee 


A Pian for Swarming-Time. 


When my next swarm issues I am going to try a plan 
which I do not know of any one trying, ahd would like your 
opinion of it through the ** Old Reliable.” I have nuclei with 
laying queens with clipt wings. I shail hive the prime swarm 
in the regular way, and remove queen-cells from the old hive, 
and exchange some of the best with a nucleus for a queen, 
hoping to avoid the danger of losing an after-swarm, and also 
to save myself the time lost in looking for a young laying 
queen in a full colony to clip her, when [ can find her ina 
minute in the nucleus. 

We have had a good flow of white clover honey for the 
past two weeks, but with no rain through this section of coun- 
try, hundreds of acres of white clover is turning brown, aud 
seems to be nearly dead. There is considerable basswood 
along the ‘‘ Weeping Water,” which will be out in about a 
week, and we hope for a rich yield of nectar from that. I be- 
lieve if those bee-keepers who do not provide water for their 
bees, could see mine just swarm around the dishes filled with 
sand, with water constantly dropping into them (the dishes, 
not the bees), both fresh and salt water, they would decide 
that it pays to water them in their yard. NEBRASKA. 





ANSWER.—I doubt if you'll like the plan. In altogether 
too many cases, if you give a laying queen to the mother col- 
ony, they will swarm again before long. 

a2 


Bees Declining to Work in the Super. 


Why is it that when taking off honey and putting sections 
on again the bees do not work ? KENTUCKY. 

ANSWER.—I’m not so sure that I understand just what 
your question means, but probably that when bees are busy at 
work in the sections a super of filled ones is taken off and an 
empty one put in its place, and the bees that were busy in the 
finisht super don’t begin work in the empty one. It is hardly 
correct that the bees stop work just because their finisht super 
has been exchanged for anempty one. The rule is that they 
will go right to work in the new super, provided there is any 
work todo. If they do not, it must be because the honey-flow 
has slackt up, and in that case they would have stopt as well 
if the old super had been left on. Indeed, it is very little 
they can do for the last few days in the old super, merely 
sealing over the last few cells. But a super about finisht 
should never be left on alone. When it is about half filled, if 
the honey-flow is good, raise il up and putan empty one under 
it, and see how promptly the bees will commence in the new 


super. Butif itis near the end of the honey-flow, and you 


don’t know whether another super may be needed or not, then 
put the empty super on the top of the partly-filled super, and 
the bees will not use it unless they need it. 


8 
Something for an Orchard Plant and Shade. 


1. What would be a good plant to put in the orchard com- 
bining these two points: first, as a fertilizer when turned un- 
der green; second, a good honey-producer? We live in a 
dry country, as a rule, with light sandy soil about two feet 
deep, with a stiff clay subsoil. 

2. Would the castor-oil plant be a good thing to plant 
near hives for shade purposes during the summer months ? 

_ Our bees are not doing much in the way of honey-gather- 
ing, but every hive is full almost to overflowing with young 





bees. The supers have been on for the last six weeks with 
thin surplus starters, but they have not made a start to work 
on them yet. TEXAS. 

ANSWER.—1. Isn’t it a pretty hard thing to have a plant 
to turn under green and have it produce a crop for the bees 
also? Buckwheat is good for either purpose, but the same 
sowing will hardly do for both purposes, for if turned under 
as a fertilizer it will be at or before the time of blooming. 
Alsike clover might do to turn under after blooming, but it 
might not succeed well on your land. Possibly some one else 
may know more about it. 

2. I doubt whether you would be greatly pleased with the 
castor-oil plant for shade. For the bees it will be as well to 
put a good armful of coarse grass on each hive, weighing it 
down with twoor three sticks of stovewood. It will remain 
there all summer. For the operator a sheet fastened to four 
poles stuck in the ground will perhaps be better than the 


castor-plant. 
> - <¢ + a 


An Insect Supposed to Kill Bees. 


I to-day send you an insect which has destroyed one of 
my best colonies of Italian bees. It killed the bees, some by 
biting, and some by stinging, and so quickly I never saw the 
like of it. I killed it just as it was finishing up one of my best 
colonies, of which not over 100 bees lived. What is its name ? 
Is it common in this part of the country ? MINNESOTA. 





ANSWER.—The insect received appears to be a bumble- 
bee, and could hardly be the cause of so much mischief. There 
must be some mystery or mistake about the case. I know of 
no insect in the North that is so destructive to bees. 
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Getting Drawn Combs Built. — Mr. Isaac 
Lundy, of Canada, gives his methodin the June Review, as 
follows, for the getting of drawn comb at the time of the 
white honey harvest: 


One of the most important things to do to obtain success 
is to use a strong colony to do the work, and it is best to see if 
there are such about the time of fruit-bloom. If not, strong 
colonies can be built up by feeding, or with combs of hatching 
brood, etc. As the above causes some considerable work and 
also causes the apiarist to sometimes wait (for strong colonies 
to be built up) until after the drawn combs are needed, I have 
been looking for better and more satisfactory methods, and 
will now try and describe a method whereby I have attained 
much better results, with much less labor, making it possible 
to secure the necessary strong colonies in a few hours’ time. 
The plan is as follows: 

A few days before the time to put the supers upon the 
bees, I select two good colonies, or as many pairs as will be 
needed to secure the required number of drawn combs, that 
are sitting side by side (my hives sit in pairs); and over the 
entrance of one hive of each pair I place a cone bee-escape, 
thus preventing the returning bees from entering their own 
hive. They will readily enter the twin hive, thus making a 
powerful colony, in the right condition to take possession of 
the supers, which should have previously been supplied with 
partly-filled sections of comb left over from the last honey- 
flow. As soon as the super is well occupied by the bees, add 
at once underneath the first super put on, another super of 
sections containing foundation only, which will soon be con- 
verted into beautiful drawn combs. 

Of course, in some seasons, and in some localities, drawn 
combs can be secured from the fruit-bloom, but with not so 
much satisfaction, as the weather is often quite cool, a condi- 
tion very unfavorable for comb-building. If, however, you 
should try to secure drawn combs from fruit-bloom, I would 
advise only one super remaining upon the bees at a time, and 
that should contain enough ‘* bait” sections only to induce 
the bees above. 

I have been using the same bee-escape for the prevention 
of after-swarms to the exclusions of all other means. 


—~— oe 


The McEvoy Foul Brood ‘Treatment is 
given in Dr. Howard’s pamphlet on ‘* Foul Brood; Its Natural 
History and Rational Treatment.” It is the latest publication 
on the subject, and should be in the hands of every bee-keeper. 
Price, 25 cents; or clubbed with the Bee Journal for one year 
—both for $1.10. 
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Editorial Comments. 








The Michigan Experiment Apiary, which 
has been so successfully conducted at Lapeer, by the Hon. R. 
L. Taylor, for several years, has recently been removed to the 
State Agricultural College grounds, near Lansing, the capital. 
The June Review had this notice concerning it: 


The bees belonging to the State have been moved back to 
the College, and put in charge of a young man by the name of 
Jno. M. Rankin, from St. Clare county. The idea is to cen- 
tralize, to have all of the branches possible at the College. 
The Director of the Station is anxious to build up an apiary 
of which they can be proud, as they are of their stock in 
other lines. Mr. Rankin is well-informed, and a practical 
man, and! think that he will eventually build up an apiary 
that will be an honor to the State. Steps are being taken to 
investigate bee-paralysis, and as there is a most competent 
bacteriologist at the College, it is to be hoped that something 
reliable and practical may be done. 

te 

The Buffalo Convention Program is now 
issued, and will be mailed free to all the present members of 
the United States Bee-Keepers’ Union. Those who are 
not members can get a copy of it by sending 5 cents to the 
Secretary—Dr. A. B. Mason, Sta. B, Toledo, Ohio. 


We believe this is the first program of a bee-convention 
that has been sold—heretofore they have always been dis- 
tributed free, but only during the sessions of the convention. 

But when it is known that the Buffalo program is a 16- 
page pamphlet, about 6}¢x LO inches in size, it will be readily 
seen that the Union could not afford to distribute it free 
outside of its paid membership. 

Besides the names of the essayists and their subjects, 





there are six bee-songs—words and music—which ought to be 
learned and sung in every bee-keeper’s home. Why, the first 
five songs (written by Dr. Miller and Mr. Secor) alone are 
well worth $1.00—and you can get the whole thing for only 
5 cents. 

But, really, the best way is to get it free—by sending your 
$1.00 membership fee to Secretary Mason, who will mail you 
both a receipt and acopy of the Buffalo program. Or, send 
your dollar to the Bee Journal office, and we will see that Dr. 
Mason sends the receipt and the program. 

Come on with your membership fees. 


— —~p-2 —_ 


That Home Market for honey ought to be revived 
now. Better a thousand times sell your honey to your neigh- 
bors and friends, whd you know will pay for it, rather than 
ship it off to strangers who may swindle you outof a good 
share of it. Better take less money for your honey, and get 
it, rather than attempt to get a high price—and then be dis- 
appointed. 

—_=f-o->—— 

The Central Texas Convention will be held 
at Cameron, July 16 and 17, 1897. Excursion tickets wil! 
be sold on the railroads on the certificate plan. When pur- 
chasing your ticket to Cameron, you pay the full fare and 
take a receipt therefor; then when signed by the Secretary 
at Cameron, the return fare will be but one-third, provided 50 
are present with certificates. 

On the program are the following: 

Welcome Address, by Judge J. M. McGregor. 

Response, by Judge E. Y. Terral. 

** Honey-Dew,” by C. B. Bankston. 

‘* Contradictory,” by S. D. Hanna. 

Essay, by Mrs. Mary Gordon. 

‘‘ Ancient and Modern Bee-Keeping,” by Judge E. Y. 
Terral. 

‘* Extracted Honey,” by A. C. Aten. 

‘* How Bees Deposit Pollen in Cells,” by E. R. Jones. 


The following subjects will also bediscust: ‘* Best Race 
of Bees for Texas; ‘‘Comb Foundation ;” ‘* Losses of Bees,” 
and ‘‘ What Hybrid Bees are Best for Comb or Extracted 
Honey ?” 

Each paper will be criticised by S. D. Hanna. 
bills. Everybody is invited. 

ee 

Keep Grass and Weeds Down.—Mr. Doolittle 
gives this excellent advice in the June Progressive Bee-Keeper, 
about keeping grass and weeds down in the apiary: 


No hote! 


**One of the most common things to be seen in many api- 
aries at this time of the year, where the hives set within a few 
inches of the ground, as all hives should, is grass and weeds 
growing upin front of the entrance, with the bees heavily 
loaded with honey or pollen struggling to reach the hive, first 
with the wings, then on foot, then taking wing again, or 
crowding through a tangled mass of stuff that they may reach 
home with their precious loads, the result often being many 
loads of pollen left behind when at their very door. This not 
only causes them much extra work, wearing their precious 
lives out much sooner, but it is a waste of time to them, often 
amounting to nearly a pound of honey each day, as I have 
proven to my satisfaction with hives on scales, putting an 
obstruction before the hive one day, and taking it away the 
next. To be modest, call the average loss only one-half 
pound, and we have 50 pounds as the loss in an apiary of 100 
colonies. This, at 10 cents, equals a loss of $5 a day for 
every day that grass and weeds remain during the honey-flow, 
to say nothing about the shortening of the lives of the bees, 
their inconvenience, etc. Reader, think it over, and ask 
yourself if you can afford it. If not, go right out at once and 
remedy this matter. 

‘** Many ways have been given in the past for keeping 
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grass and weeds down in the apiary, such as keeping sheep | 


and horses there, so they can eat it down; using a lawn- 
mower, etc., all of which require a constant cutting off of 
whatever grows; but I prefer something more permanent 
than this, and where possible, something which will stay year 
after year. The first, and probably the best of anything, 
where it can be had, is sand or fine gravel, put on to such a 
depth that grass and weeds will not grow up through it. This 
matter is helpt very much if the sward or top of the ground is 
is taken off before the sand is put on. 


‘*Next to the above, comes coal ashes, which can be 
readily saved for this purpose where the family or any near 
neighbor burns coal for fuel. As there is little fertilizing 
matter in them, they are rarely used for anything except to 
be dumptin the road or drawn to some out-of-the-way place 
and dumpt, so there need be no expense to the bee-keeper ex- 
cept the hauling. The ashes are used in the same way as the 
sand, and if a quarter in bulk of sand is used with them, the 
whole will harden down quite solid in time from the storms 
beating on them. 

‘* Next to these comes a piece of a pine or hemlock board, 
or any lumber which will last wellon the ground. To keep 
this board from curling up under the sunshine on one side and 
dampness on the other, it should be cleated on each end as 
hive-covers are, and if properly done, it will not curl enough 
to be unsightly. 

‘* Whatever is used, the alighting-board should rest on the 
material, so that there is vacant space for heavily laden bees, 
which fall short of the entrance, to drop under, where they 
will often chill and die on cool days in early spring by the 
score and hundred. A bee will crawl up an inclined alighting- 
board to the hive when itis sochilled that it cannot fly, and 
each bee in early spring is worth a hundred or more after the 
honey harvest is past. 

‘*Tf you do not wish to fix your hives thus till fall or 
early spring, keep the grass down from now on during the 
summer with a knife, sickle or scythe; anyway so that the 
bees do not keep on struggling with this grass nuisance any 
longer.” 

a 

Smoker Fuel.—Editor Hutchinson says in the Re- 
view: ‘* Hard wood split into small pieces will burn all right 
in a good smoker, but it burns the smoker out much more 
quickly than is the case with a fire from shavings, which 
smolders and gives more smoke but less heat than the solid 
wood.” 

a " 

Patience Should be Exercised.—Editor Ab- 
bott, in his Busy Bee for June, has a comment that will be 
appreciated by almost every supply dealer in the land. It 
reads thus: 

This is one of the seasons which is apt to try the patience 
of those who have bees, and send off for supplies. All of the 
manufacturers and dealers in apicultural goods have gotten 
behind on their orders, owing to the unusual demand which 
has sprung up all atonce. The result has been that many 
have had to wait several days longer for their goods than they 
expected. Most of these, so far as the writer knows, have 
understood the situation and offered no complaint, but occa- 
sionally there is a man who seems to forget the fact that, 
according to the estimate given out by the United States gov- 
ernment, there are about 299,OOU bee-keepers who may have 
an order in ahead of him, and he becomes very impatient, and 


writes his dealer an imperative and petulant, if not abusive, 
letter. 

dl want to say to all such that I know from personal ex- 
perience and observation that the men who handle bee-sup- 
plies are just as anxious to get them off promptly as the peo- 
ple who order are to receive them, but there is a limit to al! 
human endurance, and all men reach a point where they can 
dono more. Please remember that it is possible that your 
supply-dealer has reacht this point. 


Perbaps you may say, ‘‘ Why does be not hire more help ?” 
If he does, you may be doomed to a greater disappointment 





than you would by waiting a few days, for it is not every one 
who can pack bee-supplies all day for weeks and not make 
any mistakes. So I say in this connection, just be a little 
patient, and do not think or say hard things because you can- 
not get just what you want when you want it—others are in 
the same fix. 





The Weekly 


Budget. 











Mr. E. S. HUBBARD, of Monroe Co., Wis., wrote us June 
25: ‘* Bees are booming oun clover at present.” 

Mr. Henry E. Buss, of Herkimer Co., N. Y., writing June 
25, said: ‘* Bees are booming now on white clover.” 


Mr. J. W. Witcox, of Jodaviess Co., Ill., wrote us June 
29: 

** Bee-business is booming. I am just closing out a sup- 
ply of bee-goods that I ordered four years ago. How is that 
for the supply business ?” 


Rev. M. Manin, D. D., of Henry Co., Ind., writing us 
June 2Y, said: 
‘* We are having the greatest honey harvest there has 


been in this locality for many years. Bees do not notice 
honey exposed in the yard.” 


Mr. E. FRANCE (father of N. E.—the Wisconsin Inspector 
of apiaries) is in poor health—not able to do any work in the 
apiary. So reports N. E. France, who, with us all, hopes for 
speedy improvement of his father’s health. So far this season 
(up to June 26) they harvested a little over 15,000 pounds of 
very nice honey. Inspector France has issued a leaflet giving 
his directions for treatment of foul brood, which is given to 
every Wisconsin bee-keeper in addition to a copy of Dr. How- 
ard’s book. These helps, in connection with the American Bee 
Journal, ought to be sufficient to keep any bee-keeper well in- 
formed so as not to run the risk of losing his bees with foul 
brood. 


EpiTor AsBrorTt, of the Busy Bee, calls upon those who 
copy from his paper to give due credit therefor. And that’s 
perfectly correct. But where the joke comes in, is when, in 
the same number calling for proper credit, Mr. Abbott copies 
a whole article from the Canadian Bee Journal for October, 
1896, and doesn't give proper credit. Of course, it is none of 
our affair, but it struck us as being a prétty good joke on our 
new brother editor. 

We have noticed lately some of our agricultural exchanges 
have been copying articles from the American Bee Journal 
without the least credit asa ‘‘thank you.” Butif they enjoy 
indulging in such theft, we can stand it. But we believe in 
fair play as publishers, and always aim to give due credit for 
what we think worthy of reproduction from any of our ex- 
changes. 


\AAAAAAAAAAAAAA AAA AA AA A A A Mh hh he he hehe te te te he 


The Names and Addresses of al! your bee- 
friends, who are not now taking the Bee Journal, are wanted 


ot this office. Send them in, please, when sample copies will 
be mailed to them. Then you can secure their subscriptions, 
and earn some of the premiums we have offered. The 
next few months will be just the time to easily get new sub- 
scribers. Try it earnestly, at least. 


i 2 


Back Numbers Since Jan. 1.—We are able to 
supply complete sets of the Bee Journal since Jan. 1, LSYT, 
to any who may desire, at two cents per copy. There area 
number of new readers who perhaps would like to get some of 
the first numbers of this year, to complete their volume for 
1897. We shall be glad to furnish them as long as they last, 


at two cents each. 
>. 


{a See ‘‘ Bee-Keeper’s Guide” offer on page 428. 
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Editorial Comments. 








The Michigan Experiment Apiary, which 
has been so successfully conducted at Lapeer, by the Hon. R. 
L. Taylor, for several years, has recently been removed to the 
State Agricultural College grounds, near Lansing, the capital. 
The June Review had this notice concerning it: 


The bees belonging to the State have been moved back to 
the College, and put in charge of a young man by the name of 
Jno. M. Rankin, from St. Clare county. The idea is to cen- 
tralize, to have all of the branches possible at the College. 
The Director of the Station is anxious to build up an apiary 
of which they can be proud, as they areof their stock in 
other lines. Mr. Rankin is well-informed, and a practical 
man, andI think that he will eventually build up an apiary 
that will be an honor to the State. Steps are being taken to 
investigate bee-paralysis, and as there is a most competent 
bacteriologist at the College, it is to be hoped that something 
reliable and practical may be done. 

—_—__——<>o-——_____- 


The Buffalo Convention Program is now 
issued, and will be mailed free to all the present members of 
the United States Bee-Keepers’ Union. Those who are 
not members can get a copy of it by sending 5 cents to the 
Secretary—Dr. A. B. Mason, Sta. B, Toledo, Ohio. 

We believe this is the first program of a bee-convention 
that has been sold—heretofore they have always been dis- 
tributed free, but only during the sessions of the convention. 

But whenit is known that the Buffalo program is a 16- 
page pamphlet, about 63¢x LO inches in size, it will be readily 
seen that the Union could not afford to distribute it free 
outside of its paid membership. 

Besides the names of the essayists and their subjects, 





there are six bee-songs—words and music—which ought to be 
learned and sung in every bee-keeper’s home. Why, the first 
five songs (written by Dr. Miller and Mr. Secor) alone are 
well worth $1.00—and you can get the whole thing for only 
5 cents. 

But, really, the best way is to get it free—by sending your 
$1.00 membership fee to Secretary Mason, who will mail you 
both a receipt and acopy of the Buffalo program. Or, send 
your dollar to the Bee Journal office, and we will see that Dr. 
Mason sends the receipt and the program. 

Come on with your membership fees. 


Oe 


That Home Market for honey ought to be revived 
now. Better a thousand times sell your honey to your neigh- 
bors and friends, whd you know will pay for it, rather than 
ship it off to strangers who may swindle you outof a good 
share of it. Better take less money for your honey, and get 
it, rather than attempt to get a high price—and then be dis- 
appointed. 

—~ 2 

The Central Texas Convention will be held 
at Cameron, July 16 and 17, 1897. Excursion tickets will 
be sold on the railroads on the certificate plan. When pur- 
chasing your ticket to Cameron, you pay the full fare and 
take a receipt therefor; then when signed by the Secretary 
at Cameron, the return fare will be but one-third, provided 50 
are present with certificates. 

On the program are the following: 

Welcome Address, by Judge J. M. McGregor. 

Response, by Judge E. Y. Terral. 

** Honey-Dew,” by C. B. Bankston. 

‘* Contradictory,” by S. D. Hanna. 

Essay, by Mrs. Mary Gordon. 

‘‘ Ancient and Modern Bee-Keeping,” by Judge E. Y. 
Terral. 

‘* Extracted Honey,” by A. C. Aten. 

‘* How Bees Deposit Pollen in Cells,” by E. R. Jones. 


The following subjects will also bediscust: ‘' Best Race 
of Bees for Texas; ‘‘Comb Foundation ;” ‘* Losses of Bees,” 
and ‘**‘ What Hybrid Bees are Best for Comb or Extracted 
Honey ?” 

Each paper will be criticised by 
bills. Everybody is invited. 

oo oo 

Keep Grass and Weeds Down.—Mr. Doolittle 


gives this excellent advice in the June Progressive Bee-Keeper, 
about keeping grass and weeds down in the apiary: 


S. D. Hanna. No hotel 


**One of the most common things to be seen in many api- 
aries at this time of the year, where the hives set within a few 
inches of the ground, as all hives should, is grass and weeds 
growing up infront of the entrance, with the bees heavily 
loaded with honey or pollen struggling to reach the hive, first 
with the wings, then on foot, then taking wing again, or 
crowding through a tangled mass of stuff that they may reach 
home with their precious loads, the result often being many 
loads of pollen left behind when at their very door. This not 
only causes them much extra work, wearing their precious 
lives out much sooner, but it is a waste of time to them, often 
amounting to nearly a pound of honey each day, as I have 
proven to my satisfaction with hives on scales, putting an 
obstruction before the hive one day, and taking it away the 
next. To be modest, call the average loss only one-half 
pound, and we have 50 pounds as the loss in an apiary of 100 
colonies. This, at 10 cents, equals a loss of $5 a day for 
every day that grass and weeds remain during the honey-flow, 
to say nothing about the shortening of the lives of the bees, 
their inconvenience, etc. Reader, think it over, and ask 
yourself if you can afford it. If not, go right out at once and 
remedy this matter. 

‘** Many ways have been given in the past for keeping 
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grass and weeds down in the apiary, such as keeping sheep | 
and horses there, so they can eat it down; using a lawn- 
mower, etc., all of which require a constant cutting off of 
whatever grows; but I prefer something more permanent 
than this, and where possible, something which will stay year 
after year. The first, and probably the best of anything, 
where it can be had, is sand or fine gravel, put on to such a 
depth that grass and weeds will not grow up through it. This 
matter is helpt very much if the sward or top of the ground is 
is taken off before the sand is put on. 


‘*Next to the above, comes coal ashes, which can be 
readily saved for this purpose where the family or any near 
neighbor burns coal for fuel. As there is little fertilizing 
matter in them, they are rarely used for anything except to 
be dumpt in the road or drawn to some out-of-the-way place 
and dumpt, so there need be no expense to the bee-keeper ex- 
cept the hauling. The ashes are used in the same way as the 
sand, and if a quarter in bulk of sand is used with them, the 
whole will harden down quite solid in time from the storms 
beating on them. 

‘* Next to these comes a piece of a pine or hemlock board, 
or any lumber which will last well on the ground. To keep 
this board from curling up under the sunshine on one side and 
dampness on the other, it should be cleated on each end as 
hive-covers are, and if properly done, it will not curl enough 
to be unsightly. 

** Whatever is used, the alighting-board should rest on the 
material, so that there is vacant space for heavily laden bees, 
which fall short of the entrance, to drop under, where they 
will often chill and die on cool days in early spring by the 
score and hundred. A bee will crawl up an inclined alighting- 
board to the hive when itis sochilled that it cannot fly, and 
each bee in early spring is worth a hundred or more after the 
honey harvest is past. 

‘* Tf you do not wish to fix your hives thus till fall or 
early spring, keep the grass down from now on during the 
summer with a knife, sickle or scythe; anyway so that the 
bees do not keep on struggling with this grass nuisance any 


longer.” 


Smoker Fuel.—Editor Hutchinson says in the Re- 
view: ‘* Hard wood split into small pieces will burn all right 
in a good smoker, but it burns the smoker out much more 
quickly than is the case with a fire from shavings, which 
smolders and gives more smoke but less heat than the solid 


wood.” 
—> - - 


Patience Should be Exercised.—Editor Ab- 
bott, in his Busy Bee for June, has a comment that will be 
appreciated by almost every supply dealer in the land. It 
reads thus: 


This is one of the seasons which is apt to try the patience 
of those who have bees, and send off for supplies. All of the 
manufacturers and dealers in apicultural goods have gotten 
behind on their orders, owing to the unusual demand which 
has sprung up all atonce. The result has been that many 
have had to wait several days Jonger for their goods than they 
expected. Most of these, sofar as the writer knows, have 
understood the situation and offered no complaint, but occa- 
sionally there is a man: who seems to forget the fact that, 
according to the estimate given out by the United States gov- 
ernment, there are about 299,OOO0 bee-keepers who may have 
an order in abead of him, and he becomes very impatient, and 
writes his dealer an imperative and petulant, if not abusive, 
letter. 

1 want to say to all such that I know from personal ex- 
perience and observation that the men who handle bee-sup- 
plies are just as anxious to get them off promptly as the peo- 
ple who order are to receive them, but there is a limit to all 
human endurance, and all men reach a point where they can 
dono more. Please remember that it is possible that your 
supply-dealer has reacht this point. 


Perhaps you may say, ** Why does be not hire more help ?” 





If he does, you may be doomed to a greater disappointment 





than you would by waiting a few days, for it is not every one 
who can pack bee-supplies all day for weeks and not make 
any mistakes. So [ say in this connection, just be a little 
patient, and do not think or say hard things because you can- 
not get just what you want when you want it—others are in 
the same fix. 











The Weekly Budget. 











Mr. E. S. HUBBARD, of Monroe Co., Wis., wrote us June 
25: ‘** Bees are booming on clover at present.” 

Mr. Henry E. Buss, of Herkimer Co., N. Y., writing June 
25, said: ‘* Bees are booming now on white clover.” 

Mr. J. W. Witcox, of Jodaviess Co., Ill., wrote us June 
29: 

** Bee-business is booming. 
ply of bee-goods that I ordered four years ago. 
for the supply business ?” 


I am just closing out a sup- 
How is that 


Rev. M. Manin, D. D., of Henry Co., Ind., writing us 
June 29, said: 
‘*We are having the greatest honey harvest there has 


been in this locality for many years. Bees do not notice 
honey exposed in the yard.” 


Mr. E. FRANCE (father of N. E.—the Wisconsin Inspector 
of apiaries) is in poor health—not able to do any work in the 
apiary. So reports N. E. France, who, with us all, hopes for 
speedy improvement of his father’s health. So far this season 
(up to June 26) they harvested a little over 15,000 pounds of 
very nice honey. Inspector France has issued a leaflet giving 
his directions for treatmentof foul brood, which is given to 
every Wisconsin bee-keeper in addition to a copy of Dr. How- 
ard’s book. These he!ps, in connection with the American Bee 
Journal, ought to be sufficient to keep any bee-keeper well in- 
formed so as not to run the risk of losing his bees with foul 
brood. 


Epiror ABrorTt, of the Busy Bee, calls upon those who 
copy from his paper to give due credit therefor. And that’s 
perfectly correct. But where the joke comes in, is when, in 
the same number calling for proper credit, Mr. Abbott copies 
a whole article from the Canadian Bee Journal for October, 
1896, and doesn't give proper credit. Of course, it is none of 
our affair, but it struck us as being a prétty good joke on our 
new brother editor. 

We have noticed lately some of our agricultural exchanges 
have been copying articles from the American Bee Journal 
without the least credit asa ‘‘thank you.” Butif they enjoy 
indulging in such theft, we can stand it. But we believe in 
fair play as publishers, and always aim to give due credit for 
what we think worthy of reproduction from any of our ex- 


changes. 

AAAAAAAAA AAA AA AA 4 AA Ab bh he hehe he he te ee ee de ele Al 
The Names and Addresses of al! your bee- 
friends, who are not now taking the Bee Journal, are wanted 
ot this oftice. Send them in, please, when sample copies will 
be mailed to them. Then you can secure their subscriptions, 
and earn some of the premiums we have offered. The 
next few months will be just the time to easily get new sub- 
scribers. Try it earnestly, at least. 


———> - 


Back Numbers Since Jan. 1.—We are able to 
supply complete sets of the Bee Journal since Jan. 1, LSYT, 
to any who may desire, at two cents per copy. There area 
number of new readers who perhaps would like to get some of 
the first numbers of this year, to complete their volume for 
1897. We shall be glad to furnish them as long as they last, 
at two cents each. 

—_—~ + 


{a§~ See ‘‘ Bee-Keeper’s Guide” offer on page 428. 
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BEE-BOOKS 


SENT POSTPAID BY 


George W. York & Co., 


Chicago, Ills. 


Bees and Honey, or Management of an Aplary 
‘or Pleasure and Protit, by Thomas G, Newman.— 
Phis edition has been largely re-written, thoroughly 
revised, and ts * fully up with the times” in all the 
tmprovements and inventions in this rapidly-devel- 
oping pursuit, and presents the aplarist with 
everything that can ald in the successful manage- 
ment of an aplary,and at the same time produce 
the most honey inan attractive condition. It con- 
tains 250 pages, and 245 illustrations—is beautifully 

rinted in the highest styie of the art,and bound 
n cloth, gold-lettered. Price, $1.00. 


Langstroth on the Honey-Bee, revised by 
Dadant—This classic In  bee-culture, has been 
entirely re-written, and is fully illustrated. It 
treats of everything relating to bees and bee-keep- 
ing. Noaplarianlibrary is complete without this 
standard work by Rev. L. L. Langstroth —the 
Father of American Bee-Culture. It has 520 pages; 
bound In cloth, 


Price, postpaid, $1.25 


Bee-Ke-pers’ Guide, or Manual of the 
Apiary, by Prof A. J Cook, of the Michigan Agri- 
cultural College.—This book Is not only instructive 
and helpful as a guide in bee-keeping, but is 
interesting and thoroughly practical and scientific. 
It contains a full delineation of the anatomy and 
physiology of bees. 460 pages; bound In cloth and 
fully illustrated. 

Price, postpaid, $1.25 


Scientific Queen-Kearing, as Practically 
Applied, by G. M. Doolittle.—A method by which 
the very best of Queen-Bees are reared in perfect 
accord with Nature’s way. 176 pages, bound in 
cloth, and illustrated. Price, $1.00. 


A B C of Bee-Culture, by A. I. Root.—A 
cyclopedia of 400 pages. describing everything 
pertaining to the care of the honey-bees. It con- 
tains 30J engravings. It was written especially for 
beginners Boundincloth. Price, $1.25. 


Advanced Bee-Culture, Its Methods and 
Management, by W. Z. Hutchinson.—The author 
of this work is too well known to need further 
description of his book. He 1s a practical and 
entertaining writer. You should read his book. 
pages, bound in paper, and illustrated. Price, 56 cts. 


Rational Bee-heeping, by Dr. John Dzierzon 
—This is a translation of his latest German book on 
bee-culture. It has 350 pages: bound 
in paper covers, $1.00 


Bienen-Kultur, by Thomas G. Newrian. - 
This is a German translation of the principe! por- 
tion of the book called Bees OF HONEY. 106. page 
pamphlet. Price, 40 cents 


Convention Hand-Book, for Bee-Keepers. 
Thomas G. Newman.—It contains the parlinmen- 
tary law and rules of order for Bee-Conventions— 
also Constitution and By-Laws, with subjects for 
discussion, ete. Cloth, gold-lettered. Price, 25 cts. 


Thirty Years Among the Bees, by 
Henry Alley.—Gives the results of over a quarter- 
century’s experience in rearing queen-bees. Very 
latest work of the kind. Nearly 100 pages. Price, 50c. 


Why Eat Honey ?—This Leaflet is intend- 
ed for FREE distribution, to create a Local Market. 
100 copies, by mail, 30 cts.: 500 for $1.25; 1000, $2.00, 


How to Keep Honey and preserve its 
richness and flavor. Price same as Why Eat Honey. 


Alsike Clover Leaflet.—Full 
for growing. 50 for 25 cts.; 


directions 
100 for 40 cts.; 200, 7U0c. 


Apiary Register, by Thos. G. Newman.— 
Devotes two pages to a colony. Leather binding. 
Price, for 50 colonies, $1.00; for 100 colonies, $1.25. 


Preparation of Honey for the Market, 
Including the production und care of comb and 
extracted honey. A chapter from BEES AND 
HONEY. Price, 10 cents 

Bee-Pasturage a Necessity.—This book sug 


gests what and how to plan itis a chapter frou 
BEES AND HONEY. Price, 10 cents 


The Hive I Use, by G. M. Doolittle. It 
details his manugement of bees, and methods 
of producing comb boney. Price, 5 cents. 


Mr. Howard’s Book on Foul Brood, 
—Gives the McEvoy Treatment and reviews the ex- 
periments of others. Price, 25 cts. 


Dictionary of Apiculture, by Prof. John 
Phin. Gives the correct meuning of nearly 500 api- 
ultural terms. Price, 50 cts. 


Winter Problem in Bee-Keeping. by G, 
RK. Pierce. Result of 25 years’ experience. 50 cts. 


Handling Bees, by Chas. Dadant & Son.— 
A Chapter from Langstroth Revised. Price. 8 cts. 


History of Bee-Associations, and Brief Re- 
orts of the first 20 conventions. Price 15 cts 





Foul Brood Treatment, by Prof. F. R. 
Cheshire.—Its Cause and Prevention. Price, 10 cts. 


Foul Brood, by A. R. Kohnke.—Origin. 
Development and Cure. Price, 25 cts. 


Practical Hints to Bee-Kee-Keepers—by 
Cuas. F. MurH. Also contains a Foul Brood 
Cure and How to Winter Bees. 40 p.; 10 cts. 


Gee-Keeping for Profit, by Dr. G. L. 
Tinker.—Revised and enlarged. It details the au- 
thor’s * new system, or how to get the largest yields 
of comb or extracted honey.” 80 p.; illustrated. 25c. 


Emerson Binders, made especially for 
the BEE JOURNAL, are convenient for preserving 
each number as fast as received. Not muilable to 
Canada, Price, 75 cts. 


Commercial Calculator, by C. RKopp.— 
A ready Calculator, Business Arithmetic and Ac- 
count-Book combined in one. Every farmer and 
business man should have it. No, 1, bound ines 
proof leatherette, calf finish. Price, 40 cts. 
in tine artificial leather, with pocket, silicate slate, 
and account-buok. Price, 60 cts. 


Green’s Four Books, by Chas. A. Green. 
— Devoted to, ist, How We Made the Old Farm Pay; 
2nd, Peach Culture; 3rd, How to Propagate Fruit- 
Plants, Vines and Trees; 4th, Genera) Fruit In- 
structor. Nearly 120 pages. Fully iliustrated. 25 cts. 


Garden and Orchard, by Chas. A. Green 
—Gives full instructions in Thinning and Marketing 
Fruits; Pruning, Planting and Cultivating; Spray- 
ing, Eva oration, Cold ene, Etc. 94 pages, illus- 
trated. Price, 25 cts. 


Kendall’s Horse-Book. — 35 pictures, 
showing positions of sick horses,and treats on all 
their diseases. English orGerman. Price, 25 cts. 


Silo and Silage, by Prof. A J. Cook.—It 
gives the method in operation at the Michigan Agri- 
cultural College. Price, 25 cts, 


Lumber and Log-Book. — Gives meas- 
urements of lumber, logs planks; wages, etc. 25c. 


Maple Sugar und the Sugar Bush. by Prof. 
A. J. Cook.—Full instructions. Price, 35 cts. 


Grain ‘Tables, for casting up the price of 
grain, produce, hay, etc. Price, 25 cts. 


Capons and Caponizing, by Dr. Sawyer. 
Fanny Field, and others. —I}ustrated. ‘All about 
caponizing fowls, ana thus how to make the most 
money in poultry-raising. 64 pages. Price, 30 cts. 


Our Poultry Doctor, or Health in the 
Poultry Yard and How to Cure Sick Fowls, by 
Fanny Field,—Everything about Poultry Diseases 
and their Cure. 64 pages. Price, 30 cts. 


Poultry for Market and Poultry for 
Profit, by Fanny Field.—Tells everything about the 
Poultry Business. 64 pages. Price, 25 cts. 


Turkeys for Market and Turkeys for 
Profit, by Fanny Field.—Al) about ‘Turkey- -Raising. 
64 pages. Price, 25 cts. 


Rural Life.— Bees. Poultry. Fruits, Vege- 
tables, and Household Matters, 100 pages. 25 cts. 


Potato Culture, by T. B. Terry.—It tells 
how to grow them protitably. Price, 40 cts. 


Hand-Book of Health, by Dr. Foote.— 
Hints about eating, drinking, ete. Price, 25 cts. 


Bee-Keepers’ Directory, by H. Alley.— 
Latest methods in Queen-Rearing, etc. Price, Svc. 





Book Clubbing Offers. 
(Read Carefully.) 


The following clubbing prices include the 
American Bee Journal one year with each 


book named. Remember, that only ONE book 
can be taken in each case with the Bee Jour- 
nal a year at the prices named. If more books 
are wanted see postpaid prices given with 
the description of the books on this page 
Following is the clubbing-list: 


1. Langstroth on the Honey-Bee 

2. ABCof Bee-Culture 

. Bee-Keeper’s Guide 

. Beesand Honey [Cloth bound] 

>. Doolittie’s Scientific Queen-Kearing. 
. Dr. Howard’s Foul Brood Book... 

. Advanced Bee-Culture 

. Bienen-Kultur [German] 

. Rational Bee-Keeping [Paper Cound] 

. Thirty Years Among the Bees 1 

. Bee-Keeping for Profit 

. Convention Hard Book. 

. Poultry for Market and Profit. 

. Turkeys for Market and Profit 

. Capons and Caponizing 

. Our Poultry Doctor ‘ 

~« SROOR'S Four Books. ...cccscecsccccees ia 15 
. Garden and Orchard 

3. Rural Life 

24, Emerson Binder for the Bee Journal. 
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25. Commercial Calculator. No. lt 
. Commercial Calculator, No. : 
. Kendall’s Horse-Book 
Potato Culture 
2. Hand-Book otf Health.. 1. 10 
33. Dictionary of A ieulture............. 1.35 
Maple Sugar and the Sugar Bush.... 
Siloand Silage... . 
Winter Problem in Bee-Keeping 
Apiary Register (for 50 colonies)... . 
. Apiary Register (for 100 colonies) 
Bee-Keepers’ Directory 


A Special Booklet Bargain | 


For a limited time we wish to make our 
readers a special offer on booklets on Bees. 
Poultry, Health, etc. Upon receipt of 75 
cents we will mail any 6 of the list below: 
and for $1.25 we will mail the whole 
dozen: 

1. Foul Brood, by Dr. Howard.. 

2. Poultry for Market and Profit.. 

. Turkeys for Market and Profit.. 

. Our Ponitry Doctor 

5. Capons and Caponiz ng 

i. Hand-Rook of Health, by Dr. Foote. 

. Kendall’s Horse-Book 

. Rural Life. 

9. Ropp’s Commercial Calculator 

. Foul Brood, by Kohnke ope 

. Silo and Silage, py Prof Cook.......... 

2. Bienen-Kultur, by Newman.... 


GEORGE W. YORK & CO., 


CHICAGO, ILLS 
PER 
CENT 


1 have a Large Quantity of Winter-Sawed 
Basswood on band, und wiil make SHIPPING- 
CASES at 10 per cent. discount from list 
price. Cases holding 15 sections, 85.00 per 
hundred net. First-class work guaranteed. 

Write for Price-List. 


W. J. STAHMANN, Weaver, Minn. 
Mention the American Bee Journal. 25A8t 
iI t| 9’, HONEY-EXTRACTOR 
ll 1S Square Glass Jars. 
Root’s Goods at Root’s Prices. 


BEE-KEEPERS’ SUPPLIES in general.etc etc 
Send for our new catalog. 
Practical Hints will be mailed for 10c. 
in stamps. Apply to— 


Chas. F. Muth & Son, Cincinnati, Ohio. 


"(Queens Given Away.” 
PGray Carniolans and Golden Italians. ? 


We will givea fine Tested Queen (either race) 
to all customers ordering 6 Untested Queens, 
and a fine Select Tested Queen to all who or- 
der 12 Untested Queens at one time. The 
Queens given away will be sent to customers 
in August. 

Grade and Prices July 
May Aug. 


of Bees and Queens june sept. 


Untested Queen 47a .65 
Tested 1.50 
Select Tested Queen.. ‘aot “ae 
Best Imported “ 5 00 
— L Frame Nucleus (no Queen) 73 
Tw - 150 
F ull Colony of Bees ” 
(in new dovetailed hive) 5.00 4.00 
We guarantee our Bees to be free from all 
diseuses, and to give entire ratisfaction. 
Descriptive Price-List Free. 


F. A. Lockhart & Co., LAX Ggoree- 


13Dtf Please mention the Bee Journal. 
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For a knife that will cut a horn without 
| crushing, because it cuts from four 
é sides at once get 


STHE KEYSTONE 
==DEHORNER==$ 


It is humane, rapid and durable Fully @ 

warranted. HIGHEST AWARD AT WORLD'S > 4 
8} Farr. Descriptive circulars FREE. 

A.C. BROSIUS, Coéchranville, Pa, b4 


08600008-0000° 


Bee-Keeper’s Guide—see page 382. 
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Question - Box, 


In the multitude of counsellors there is 
safety.—Prov. 11-14. 
Distance Bees Go for Forage, 
from Choice. 

Query 55.—Suppose pasturage is unlim- 
ited in all directions, about what distance will 


bees go for forage? In other words, how far 
will bees go from choice ?—WIs. 


H. D. Cutting—I don’t know. 

A. F. Brown—From 1 to 2 miles. 

G. M. Doolittle—From 1 to 6 miles. 

J. M. Hambaugh—I really don’t know. 

Rev. M. Mahin—From 1 to 2 miles, I 
think. 

Mrs. L. Harrison—I 
about 2 miles. 

Eugene Secor—Not more than half a 
mile. (This is theory.) 

Dr. C. C. Miller—I don’t know. 
be half a mile to a mile. 

Prof. A. J. Cook—I think they will go 
very little distance, unless required to 
do so. 

E. France—Very few go over 1 mile ; 
if pasturage is scarce they will go 6 
miles. 

Dr. J. P. H. Brown—They will go 3 
and 4 miles, but 2 miles are as far as 
they usually go. 

W. G. Larrabee—I never saw sucha 
state of affairs. but if I had I don’t think 
I would be able to answer the question. 

J. A. Green—Ata guess, [ should say 
that not many would go overa mileif 
they could find an abundance nearer 
home. 

G. W. Demaree—Not further than one 
mile by natural inclination, but they will 
follow up bee-pasture for several miles, 
sometimes. 

Chas. Dadant & Son—Not to exceed 
134 miles. They prefer a level trip, and 
will go farther where the land is un- 
broken and even. 


Jas. A. Stone——Bees will go no 
farther than they are compelled to. I 
think they only go to a distance because 
they find the uearer territory overworkt. 


Dr. A. B. Mason—I don’t know ‘* how 
far bees will go from choice,” but I know 
they will go 3 miles, profitably; but 
where ‘ pasturage is unlimited” their 
‘*choice”’ might be to stay near home. 


Emerson T. Abbott—I do not know. 
They generally go ** from choice” Jet the 
distance be long or short. If you do not 
believe it, you just try once to make 
them go where they do not choose to go. 


P. H. Elwood—I don’t know, but I 
do not believe they fly a distance simply 
for the sake of exercise. With abundant 
nectar of suitable consistency I believe 
they would mostly alight within 4 mile 
from the hive. 


R. L.. Taylor—It depends upon the 
lay of the land, and whether the bloom 
opens successively so as to lead the bees 
on. Ordinarily they go only far enough 
to find good pasturage—i. e., flowers not 
much visited by other bees. 

J. E. Pond—This is a somewhat diffi- 
cult question to answer, but from my 
own Observation and reading, I should 
judge, under the circumstances stated, 
that bees will go less than one mile. I 


should think 


May 





Finest Alfalfa Honey ! 


IT SELLS ON TASTING. 


The Honey that Suits All 
Who Buy It. 


Low Prices Now! 


We can furnish White Alfalfa Extracted Honey. in 60-pound tin cans, 00 
board cars in Chicago, at these prices: 1 can, ina case, 734 cents per pound; 2 cans 
in one case, 7 cents; 4 cans (2 cases) or more, 644 cents. The Cash MusT accom- 
pany each order. Fine Basswood Flavor Honey at same price; also in 
270-lb. barrels. 

(3 A sample of either honey will be mailed to an intending purchaser, for 8 
cents, to cover postage, packing, etc. We guarantee purity. 


GEORGE W. YORK & C0., 118 Michigan Street, CHICAGO, ILL. 
Page & Lyon Mfg. Co. New London, 


———Wisconsin, 


, 
Operates two sawmills that cut, annually, eight million feet of lumber, thus 
securing the best lumber at the lowest price for the manufacture of 


Bee-Keepers’ Supplies. 


They have alsoone One of the Largest Factories and the latest 
and most-improved machinery for the manufacture of 


Bee-Hives, Sections, Etc., 


that there is in the State. The material is cut from patterns, by machinery, 
and is absolutely accurate. For Sections, the Clearest and whitest 
Basswood is used, and they are polisht on both sides. Nearness to Pine 
and Basswood forests, and possession of mills and factory equipt with best 
machinery, all combine to enable this firm to furnish the 


Best Goods at the Lowest Prices. 


Send for Circular and see the Prices on a Full Line of Supplies. 
Please mention the Ame ican Bee Journal. 








TAtt 


BEE-K KP ERS we 
mars STPPT [PS 


in the Market, and sell 
Send for Free Illustrated Catalog and Price-List. 


them at Low Prices. 
G. B. LEWIS CO., WATERTOWN, WIS. 
Npecial Agent for the Southwest: 7 ABBOlF Mo. 





Mr. Abbott sells our Hives and Sections at Factory Prices. 





That Queen-Clipping Device Free ! 


Couldn't Do Without It. 


I have clipped 19 queens, and must say the 
Monette Queen-Clipping Device is by far the 
best invention ever made, and will be wel- 
come to many bee-keepers as it was tome. | 
could not do without one now. 

Dr. Geo. LACKE, Newburgh, Ind, 


PLEASE READ THIS OFFER TO PRESENT SUBSCRIBERS : 


Works Like a Charm. 
The Monette Queen-Clipping Device worRKs 
With it I have clipped 30 


queens, all in one day. when examining my 


LIKE A CHARM. 


bees. Wa. SToLLEY, Grand Island, Nebr. 


Send us just one new name for the American Bee Journal a year (with $1.00), and we 
will mail you the Queen-Clipping Device rree of charge. Or, the Queen-Clipping Device 
will be sent postpaid for 30 cts. But why not get it as a Premium by the above offer? 
You can’t earn 30 cts. any easier. Almost every bee-keeper will want this Device. 


| GEORGE W. YORK & CO., 118 Michigan St., CHICAGO, ILL. 
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Water | 


Has never failed to cure Blood and Skin Dis- 
eases. The effect of Vital Water upon dis- 
eases of the Kidney and Liver is magical and 
permanent. Send for FREE pamphlet. 


Forest Medicinal Springs Co., 


Lock Box No.1 LIBERTYVILLE, ILL. 
Mention the American Bee Journal 
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We have a few of these Emerson stiff cloth- 
board binders for the American Bee Journal. 
They make a splendid permanent binding. 
and hoid a full year’s numbers. The old price 
was 75 Cts., postpaid. but we will mail you one 
for only 60 cts , or with the Bee Journal for 
one yeur—both together for $1.50. 


3 THE ADEL BEES AHEAD 2& 


Send for Catalog and see proof that Adel bees 
heat them all. One Queen $1.00: two Queens 
$1 90; three Queens $2.75: six Queens $5.50; 
12 Queens $1U. All beautiful, 3 banaed bees, 
HMENKY ALLEY, Wenham, Mass. 


25A4t Mention the American Bee Journal. 


Honey - Clovers ! 


We have made arrangements fo that we can 
furnish seed of several ot the Clovers by 
freight or express, at the following prices, 
cash with order: 








5b 10H 25m 50 


Alsike Clover........ .70 8.25 $3.00 $5.75 
Sweet Clover (white). .60 100 2.25 4.00 
White Clover... ... . .90 1.60 3.75 7.00 
Alfalfa Clover.... ... .60 1.00 2.25 4.00 
Crimson Clover... ... .55 90 2.00 3.50 


Prices subject to market changes. 
Add “5 cents to your order, for cartage, if 
wanted by freight. 
Your orders ure solicited. 


GEORGE W. YORK & Co. 
CHICAGO, ILL. 
MADE 


TRANSFERRING “easy 


If you contemplate buying either three or 
five band Italian Queens, rimply write for my 
pamphiet. If you need some of the hest now, 
send 75 cts. tor one, $4.00 for six, or $7.50 per 
doz.—uand full instructious for lotroducing. as 
weil as the best methods known for securing 
good cells will be <ent free. 

Money Order office—Warrenton. 


W. H. PRIDGEN, 








21AL3t CREEK, Wurren Co. N.C. 
VeETRTIOT NS AHATICOM, ROE 6 OUT 
Our 97 Catalog 


—OoFrF— 


a6 ae N ’ NJ \ 
Apiarian Supplies, Bees, Ete. 
is yours for the asking 
itis tuilof information. §@~ Write for it. 


i. J. STRINGHAM, 
105 Park Place. NEW YORK,N. Y. 
APIARY—Glen Cove, L. 1. 
Menivrn the Amerwun Bee JOuUsrnsy 
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have known them to go over 3 miles, 
but in this case there was nothing for 
them nearer. Itis said they will go as 
far as 6 miles or more, but of this I have 
no actual knowledge. 


C. H. Dibbern—If pasturage was very 
abundant it is not likely that many bees 
would go over a mile or so. They would 
probably increase the distance as forage 
became scarcer. From choice’ they 
would not go over half a mile—from 
necessity 3 miles or more. 





General Items, 


Alsike a Great Honey-Plant. 


Bees here are doing well at present. I 
had a field of Alsike clover this season, 
and I think itis the best honey-plant I 
ever saw. Bees just swarmed on it. 
Sweet clover has just commenced to 
bloom, and I am anxious to see tke bees 
go afterit. We also have white clover 
in abundance. M. V. Toomss. 

Harrison Co., Mo,, June 26. 


- 





Half a Crop Expected. 


The weather has been against us, but 
we have had abundant rains of late, and 
now the white clover will last well into 
July, giving us at least a half crop of 
white clover honey. I now have 385 col- 
onies from 19 in thespring. The quality 
of the honey so far is as fine as I ever 
saw. W. J. CULLINAN. 

Adams Co., Ill., June 28. 


a - ~—_e. + = 


Prospects Not Bright. 


The prospects for a good honey crop 
are not very bright at present. Uptoa 
month ago they were never better, but 
then it turned warm and dry—sometimes 
$6 in the shade the first part of June, 
but the last week it has been raining 
more or less, and the bees are bringing 
in honey now, but it comes very slowly. 
We are right in the middle of the clover 
honey harvest now. 

HANS CHRISTENSEN. 

Skagit Co., Wash., June 25. 





Iowa Getting Back Again. 


1 am happy to say that lowa is getting 
back to good old times in the honey and 
bee business. I do not believe we ever 
before saw such a crop of white clover 
as we are having this year. It does 
seem good to again see our pastures and 
roadsides covered with this best-of-all 
plant for good honey. And I tell you 
our busy bees are making good time 
when the sun shines. Colonies bred up 
well during the early spring—in fact, 
almost all were in first-class condition in 
early spring, for the fall of 1895 was 
good for breeding and fall storage. In 
preparing my own for winter the last of 
October, I found a number that yet had 
a quantity of capt brood, which showed 
that we had a fine lot of young bees to 
take care of things in the early spring 
of 18Y7. I see from my strong colonies 
they made it count, altho we had a cold, 
backward, late spring. This is good 
evidence that good, late fall breeding is 
a grand thing for the coming year. I 
think all should see to it that we have 
plenty of breeding in our colonies during 
the last half of August and the most of 





Nuclei and Queens! 


On 2,3 and 4 frames, at 40 cents per frame. 
without Queen. Queens 40 cents each; good 
tes'ed Queens, 75 cents each. Address, 


27A2t Arthur Stanley, Dixon, Ill. 
Mention the American Bee Journes 





——A GENUINE -—— 
Egg Preservative 


That will keep Hen's Eges perfectly through 
warm weather, just 1s good as fr-sh ones for 
cooking and frosting. One man paid 10 cents 
adozen for the eggs be preserved, and then 
later sold them for 25 cents a dozen. You can 
preserve them tor about 1 cent per dozen, 
Now is the time to do it. while eggs are cheap 


Address for Circular giving further infor- 


mation— ‘ 
Dr. A. B. MASON, 
3512 Monroe Street, - TOLEDO, OnI0, 
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I will send you, by return mail, a nice 
QUEEN trom a Swarming Cell, bred from de- 
sirabie 3 banded stock that winutered perfectly 
on summer siands. Only a limited number of 
the above-described Queens on nand. Price, 
75 cents each. Add:ess, 


J. F. Wood, North Dana, Mass. 


Mention the American Bee Journa. 


CARLOADS— 


Of Bee-Hives, Sections, Ship- 
ping-Cases. Comb Foundation, 
and Everything used in the 
Bee-Industry. 

| want the name and address 











fea. | supply Dealers as well 
as consumers. Send for cata- 
logs, quotations, etc. W. 6&4. PU'TNAM. 
RIVER FALLS. Pierce Co., WIS 
Mention the American eé . CUT, 
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PAID FOR 


Cash Beeswax 


For all the Good, Pure Yellow 
Beeswax delivered to our office till 
further notice, we will pay 24 cents per 
pound, CASH; or 27 cents for whatever 
part is exchanged for the Bee Journal, 
Honey, Books or Seed, that we offer. If 
you want cash, promptly, for your 
Beeswax, send it on at once. Impure 
wax not taken at any price. Address as 
follows, very plainly, 


GEO. W. YORK & CO. 
118 Michigan st., CHICAGO, ILL. 


- ater, toe 
C hINerr , 


\ Invested in a postal card 
will get my large Cata- 
(: (i) log of All koot’s Goods. 
Send list of what you 

want, and get price. 


M. H. HUNT, Bell Branch, Mich. 


WHEN ANSWERING THIS ADVERTISEMENT, MENTION THI JOURIs 
Let me send you my 64- 


BEE-KEEPERS J page Catalog for 187. 


J. M. Jenkins, Wetumpka, ‘Ala. 


eet A 








Mention the Americam Bee Journal 





RIDERS filled by return mail for the 
choicest Untested Italian Queeus at 60c 
each. Can furnish |, 2 and 3 fr. Nuclei. 
A. 1. Root Co.’s SUPPLIES. Send for 
36-page Catalog. 
Jno. Nebel & Son, High Hill, Mo. 
Mention the American Bee Journal, 4Atf 








No Expense For Threshing, 


There isasimpie little machine on the market, 
which can be had for #1.—. with farm right to use it. 
This too] was named “flail. butif itis cal.ed “bur- 
ricane.* the work will be easier. The farmer's 
time is nothing. and after threshing is finished, he 
can buy a littie “pocket whirligig’ and build fence 
Of course the progressive farmer w not try to 
compete With steam, either in threshisgz or fence 


buitding He usesthe PAGE. 
PAGE WOVE WIRE FENCE CO., Adrian, Mich. 
Mention the American Bee Journal 


California =« 


if you care to know of its Fruits, Flowers 
Climate or Resources, send for a Sample Copy 
of California's Favorite Paper— 


The Pacific Rural Press 


The leading Horticultural and Agricultural 
poor of the Pacific Coast. Published weekly, 
andsomely illustrated 00 per annum. 
Sample Copy Free. 
PACIFIC RURAL PRESS, 
220 Market St.. - SAN FRANCISCO, CAL. 
Mention the Americun Bee Journe.. 








Bee - Hives, Sections, Shipping- 
Cases—everything used by bee- 
keepers. Orders filled promptly. 
Send for catalog. MINNESOTA BEE- 
KEEPERS’ SUPPLY MFG. €0., Nicollet 
Island, Minneapolis, Minn. 

CHAS. MONDENG, Mgr. 





22Atf 


Mention the Americam, Bee Jonna, 


SAL" 


\ Of this Journal whe 
READERS write to any of our 
advertisers, either in 

ordering, or asking about the Goods 
ffered, will please state that they saw 


the Adwertisoment in this papel. 








September, and if October is included, 
so much the better. 


I have seen the good and bad effects of 
breeding, as above stated, at different 
times. Sometimes for want of honey in 
the fields, and sometimes because of too 
much, and the brood-chamber. was 
crowded with honey to the exclusion of 
brood, honey being stored in the brood- 
comb as hatecht out. The extractor is 
then a good thing. J. W. SANDERS. 

Marshall Co., lowa, July 1. 
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Interested in Bee-Keeping. 


Iam keeping bees in a small way, 
having now 2O colonies from a start of 
2 a few years ago; and as I am in the 
fruit business I expect the bees to be 
useful to me. I used to be afraid of 
them, and get into trouble when I went 
near them, but I am learning better, 
and can get along with them better now. 
I have no ambition to become a bee- 
man, bat I may just as well start right 
on account of my two sons, who may 
finally take up my work. One graduated 
from the University of Illinois, and may 
become interested in them. The other 
son also was there two winters, but yet 
they take an interest in farm work and 
fruit. L. N. BEAL. 

Jefferson Co., Ill., June 25. 


—_—-—-—er 


Bees Doing Well. 


My bees are doing well. I had 8 
strong colonies in the spring, and now [ 
have 22—10 swarms in May and 4in 
June. I had aswarm May 11 at 10:30 
a.m., which I putinto a 10O-frame hive 
with a super of 24 sections on top. May 
17 I took the super off, full of the nicest 
white clover honey that any one ever 
saw; andJune 41 had one of the larg- 
est swarms I ever saw from that same 
hive. This beat anything that has hap- 
pened to me sincelI first commenced, 
some 14 years ago. Gro. C. ELLIs. 

Warwick Co., Va., June 30. 
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Working Nicely in Supers. 


It has been very cold and rainy here, 
butit has turned off warm and white 
clover is just comingin. The blossoms 
are larger than usual. Raspberry and 
blackberry are just coming also, and 
bees are working nicely in the supers 
and swarming slowly; but when a 
swarm does come out it is a whopper—as 
large as the outside of a 10-frame hive; 
but they get in some way. I had one 
come out and hang in acluster all night, 
and we had a thunder shower during 
the night, but they staid there waiting 
for mein the morning. It happened to 
be my birthday, so I had a birthday 
present—so my wife calls it. 

C. G. ASCHA. 

Berkshire Co., Mass., June 23. 


Utah’s Pioneer Jubilee—July 20-25. 


This is Utah’s jubilee year, and the 
dream of the pioneer has been fully re- 
alized. The great American Desert, 
where 50 years ago the red man roamed 
with the buffalo, the bear, deer, and the 
wolf, now teems with civilization, with 
beautiful towns and cities—where 50 
years ago scarcely anything grew but 
wild sage, salt grass, and grease wood. 
But the desert has been made to blossom 
as the rose, and instead of the cricket 





and the grasshopper, which sometimes 


For Sale, BEES and QUEENS 


Queens, 50 cts. Nuclei, three frames with 
Queen, 82.00; Two frames, $1.50; One frame, 
$1.00. Full Colonies, $4.00, 


Mrs. A. A. SIMPSON, 
16A13 SWARTS, GREENE Co., PA. 


Mec tiom. the annertoom, Ree Joure 


SEE THAT WINK | 


Bee - Supplies! Roor's 
Goons at Koot’s Prices. 


Pouder’s Honey - Jars, 
and every thing used by 
bee-keepers. Prompt ser- 
vice, low freigbt rate. Cat. 
tree. 100 et 8. Pouder, 
« hy 2 Muss. Ave.. 

War" povDER'S ap INDIANAPOLIS, INDIANA. 


WMEN ANSWERING THIS ADVERTISEMER?, MENTION “8 JOURNRS 




















= IF YOU WANT THE 


BEE-BOOK 


That covers the whole Apicultural Field more 





completely than any other published. send 
$1.25 to Prof. A. J. Cook, Claremont, Calif., 
for bis 


Bee-Keeper's Guide, 


Liberal Discounts to the Trade. 
Mention the Americun Bee Jowrna. 


PATENT WIRED COMB FOUNDATION 


Has No Sag in Brood-Frames 


Thin Flat-sottom Foundation 
Has No Fishbone in the Surplus Honey. 
Being the cleanest is usualiy worked 

the quickest of any Foundation made 


J. A. VAN DEUSEN. 
Sole Manufacturer, 
Sprout Brook Montgomery Co., N. Y. 


wonton. SLOG de 





LA AMEULI, Kee 





if You Keep but One Remed 


inthe house YELLOWZONES 


it should be 


They Combine the Virtues of a Medicine 
Chest. 

The Very Best general-service Remedy to be 
had AT ANY PRICE, 


A supply of is n 
added % Lacnonet Cathartics i 


100 in a Box, $1,00—17 in a Box, 25c. 
W.B. House, Drawer 1, Detour, Mich. 


15Atf Please mention the Bee Jourual. 





ONE MAN WITH THE 


UNION COMBINATION 


Can do the work of four 
men using hand tools, in 
Ripping, Cutting-off, Mi- 
tring, Rabbeting, Groov- 
ing. Gaining, Dadoing, 
Edging-up. Jointing Stuff, 
ete. Full Lineof Foot and 
Hand Power Machinery 
Nold on Trial. Catalogue Free, 
SENECA FALLS MFG. CO., 
46 Water St SENECA FALLS, N. Y. 
1lAly Menti,. the American Bee Journa’. 


It li By Return 
allan Wwueens Mail. 
Untested, 50c.; Tested, $1.00 
Nuclei, 2 frame, $2.00, including a good Queen 
Bees by the Pound. 
E. L. CARRINGTION, 
22Atf De Funiak Springs, Fila. 











Foundation —Sections— Hives 
or any Other Supplies. 


lf you are inarush,send me yourorder. | 
sell the best only, and fillorders promptly 
at LOWEST PRICE. Beeswax wanted in 
exchange. 


. into Founda- N se 
Working Wax tise sr'eisn A Specialty. 
Ge Write for Catalog and Price-List, with 
Samples of Foundation and Sections. 


GUS DITTMER, 





AUGUSTA, WIS, 
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devoured nearly everything, there is an 
abundance of the good things of the 
earth. This was ove of the few spots 
where there was no honey-bees until 
they were imported 1,000 miles over- 
land by those hardy pioneers. 


Utah will grandly celebrate her pio- 
neer year. It is said that President 
McKinley and many others will be here. 
We send you greeting—a pressing invi- 
tation to come and see us, and we wish 
to extend this invitation to bee-keepers 
from any part of the world. We will 
try to make it pleasant and agreeable 
for all that may favor us with their 
presence. There will be an extra session 
of the bee-keepers on July 23, in Salt 
Lake City. While in some parts there 
was considerable winter loss, as arule 
the yield of honey is excellent at present, 
and the bees are in good condition. 

E. S. Lovesy. 
J. B. Faaa. 
Salt Lake Co., Utah, June 26. 


> 





Too Much Rain in June. 


Bees are doing well at present, but it 
has been so rainy through mostof June 
that they have done very little until 
now. F. L. Murray. 

Lafayette Co., Wis., June 30. 


<>< 





Honey Finest Ever Seen. 


Judging from present indications this 
will be a splendid honey season in this 
section. I have taken off quite a lot of 
honey, and itis all of the finest quality 
ever seen. Gro. BISCHOFF. 

Des Moines Co., Iowa, June 3U. 





Backward Season. 


My hives are brimful of bees, and in 
splendid condition. But on account of 
so much cold, rainy weather this spring, 
they have not been able to store any 
surplus honey yet. If we don’t have 
some dry weather soon, I fear that our 
‘*name is Dennis” for this season. 

C. S. FRENCH. 

Todd Co., Minn., June 29. 












: oe 
ONCE IN A LIFETIME 
is often enough to do some things if done 
properly in the first place. To builda Key- 


stone Fence is doing the thing right in the 
beginning. 25 to 58 inches high. For the 
farm, lawn, park and cemetery. Our 
catalogue contains convincing arguments, 


KEYSTONE WOVEN WIRE FENCE CO., 
; No. 3 Rush St., Peoria, IL. 
866600060000 06500006566006008 


Mention tee American Bee dour, 


DUQUESNE ? COLLEGE ! 


PENN AVE. AND EIGHTH ST. 


PITTSBURG, PA. 


Thorough Courses — Normal, Commercial, La- 
dies Literary, Shorthahd and Typewriting. 
Efficient and experienced instructors. Day 
and Night sessions. Send for Catalog. 


Prof. LEWIS EDWIN YORK, Pres. 


SOSHCCR NOH S GLE CSECLOETA 
SPeeeeoeseesogessoe 














BE CONVINCED, AND GET YOUR MONEY'S WORTH 


We offer the New Champion Doub- 
led-Walled Chaff Hive, made of the 
Best White Pine Lumber, from now until 
Jan. 1, 1898, Complete and Painted, with 
Dovetail Body and Two Supers for Comb 
Honey or Extracting: 8, 9 or 10 frame 
hive, with Thick-Top, Self-Spacing Hoff- 
man frames, including 2 or 4 folded Tin- 
Rabbets, Tin Cover and Double Bottom — 
all for only $1.50. The same in the Flat 
for 98 cents; and if Outside Summer and 
Winter Case is wanted only, complete and 
painted, to fit any Dovetail or Simplicity 
8.9 or10 trame hive, for 93 cents: and 
the same inthe Flat for 73 cents. Inside 
measurement of Case 25x20 inches, and 
2L inches high. The above Hive has all 
the latest improvements. We solicit your 
orders. We also make 


The Neatest No-Drip Shipping-Case 


Send for Lowest Figures. 








We deliver all goods f. o. b. cars or boat landing at Sheboygan, Wis. Address, 


R. H. SCHMIDT & CO., Box 187, SHEBOYGAN, WIS. 


The Creat People’s Atlas of the World. 


MORE THAN 100,000 COPIES SOLD ANNUALLY. 
Up-to-Date, Accurate, Beautifully llustrated. 


Nearly 70 Comprehensive Maps, many of them double-page. 

140 New and Superb Illustrations. A whole Library in itself, of vital and ab- 
sorbing interest to every member of the household, 

Population of each State and Territory, of all Counties of the United States, and 
of American Cities of over 5,000 inhabitants, by latest Census. 





The handsomely engraved maps 
of ajl the States and Territories tn 
the Union are large, full-page, with 
a number of double-page maps to 
represent the most important of 
the Sta es. All countries on the 
face of the earth are shown. Riv- 
ers and lakes are accurately loca- 
ted. All of the large cities of the 
world, the important towns and 
most of the villages of the United 
States are given on these maps; 
also every county in each 
State. 

Over 200 Magnificent Iilustra- 
tions and Maps embellish nearly 
every puge of the Atlas and faith- 
fully depict scenes in almost every 
part of(the world. 


This Atlas contains a prodigious 
amount of Historical, Physical, Po- 
litical. Educational and Statistical 
matter, so comprehensively ar- 
ranged and indext that informa- 
tion on any subject can be found 
in a moment's time. 


Description of the World. 


Jt contains a General Description 
of the World, giving its Physical 
Features, Form, Density, Tempera- 
ture, Motion, Winds and Currents: 
Distribution of Land and Water; 
Races of People, their Religions 
and Numbers: also the most com- 
plete Liet of Nations ever publisht, 
giving their Geographical Location, 
Area, Population, Forms of Gov- 
ernment, etc. 


The Popular and Electoral Votes for President in 1884, 1888 and 1892, by 
States. List of All the Presidents. Agricultural Productions. Mineral Products. 
Homestead Laws and Civil Service Rules. Statistics of Immigration, 1820 to 
1891. Public Debt for the Past 100 Years. Gold and Sliver Statistics. Number 
and Value of Farm Animals. Cultivable Area as Compared with Increase of Popu- 
lation. Postal Information, with Domestic and Foreign Rates, and Other Informa- 
tion that should be in every Home, Store, Office and Schoolroom. 


bs » Wewill mail this great Atlas, postpaid, for only 
ur ] (Ta ers re 50 cts.; or for $1.40 we will send it with the Bee 


Journal for one year; or we will mail: it free as a 








: id SER en et 
Miniature Cut of Atlas. Actual Size. Open, 14 by 22 bes: 
Closed, 14 by 11 Inches tia 








premium for sending uu One New Subscriber ($1.00) to the Bee Journal 
for a year. 
GEORGE W. YORK & CO., 118 Michigan St., CHICAGO, ILL. 
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HONEY and BEESWAX 


MARKET QUOTATIONS. 
ago, Ill., June 14.—Fancy white. 12@ 
Pony i white, 1u@l1lc ; fancy amber, 9@ 
10c.; No.l amber, 7@8c.: fancy dark, 8c.; 
No. 1 dark. 5@7. Extracted, white, 5@7c.; 
amber. 4@dc; dark. 3%@4c. Beeswax. 26@27. 
Not any newcomb honey in market. Ex- 
tracted very slow ot sale. 


Philadelphia, Pa., June 14,—Fancy white, 
13@14c.; No. . white, 12@14c.; fancy amber, 
11@i2¢c.: No.1 amber. 10@11c.; fancy dark, 
8@Vc.; No. 1 dark, 7@8c. Extracted. white, 
5@6c.; amber 4@5c.: dark, 4c. Beeswax. 25c. 

New boney has commenced to arrive. Very 
little call at present. To-day is very dull. 
Prospects are for very low prices. Biggest 
honey crop in 10 years. 


Milwaukee, Wis., June 14.—Fancy white, 
13@1\4c.; No. 1 white. 11@t2e.; fancy amber, 
10@11c,; No. 1 amber, 8@10c.; tancy dark, 
8@9e. Extracted, white, 5@6c.; amber, 4@5c. 
Beeswax, 27@28c. 

The stock of honey is working down to a 
small supply; especially for anything fancy. 
It is encouraging to apiarists to find that the 
more carefully and nicely honey is prepared. 
and the better the quality sent to ‘his mar- 
ket, the more readily it will sell. and good re- 
turns follow. And new choice qua ity comb 
will sell, while the common is very hard to 
move at any price. We think the old stock 
will all be disposed of betore any new crop is 
ready for market. 


Buffalo, N. ¥ , June 14.—Fancy white, 10 
@liic.: No. 1 woite, 84@9c ; tancy amber, 7@ 
&c.; No. l amber. 6@7c. fancy dark, 6@7c.; 
No. 1 dark. 5@6c. Extracted. white, 5@5\c.; 
amber, 44%@5c. Beeswax, 20@25c. 

No demand now, and we can’t move any 
kind without pushing and cutting, but we 
can sell at some prices. 


Kansas City, Mo,, June 14.—No. 1 white, 
12@13c.; fancy amber, 11@12c.; No. 1 am- 
ber, 10@t1c.; tancy dark.9@10c.; No. 1 dark, 
8@9c. Extracted, white, 5@5%c.; amber, 4@ 
4%c.; dark, 4c. Beeswax, 25@0c. 

Very little old comb honey in market. N» 
new in yei, Tuere is considerable extracted 
on hand. 


Boston, Mass., June 14.—Fancy white, 
13c.; No, 1 white. 11@12c. Extracted, white, 
7e.; amber. 5@6c. 

The demand for honey is light, but that is 
to be expected at this time of the year. sup- 
ply is also light. 


Cleveland, Ohio, June 14,—Fancy white, 
12%-13¢c.; No. 1 white, 1lec.; tancy amber, 8- 
9c.; fancy dark. 7c. 

Honey is moving very slow. We believe, 
however. as soon as the new crop comes in it 
will move much better. 


Detroit, Mich., June 14,—Fancy white, 10 
@12c.; No. 1 white, 10@11lc; fancy amber, 8 
@9ec.; No. l amber, 7@8e. Extracted, white. 
5@6c.; amber, 4@S5c. Beeswax. 25-26c. 


Cincinnati, Ohio, Juve 22.—Comb. 8-13c. 
Extracted, 3%-6c. Beeswax—demand fair at 
22-25e for good to choice yellow. 

Demand tor comb honey is slow. Consider- 
able of the new crop of extracted bas been 
arriving the last two or three weeks and finds 
a pretty ready sale. 


_ Mew York, N. Y., Jure14.—Comb honey 
is all cleaned up now, and there is no more 
demand for any: could sell some nice white 
comb at from 10@11c., but would not advise 
shipping of any more buckwheat. New crop 
extracted is arriving quite freely from the 
South. and finds fairly good sale at from 50@ 
52c. per gallon for average common grade, 
and 55@60c. per gallon for better grades. 
Expect to have new crop California here 
within the next two weeks or sooner, 
Beeswax steady at 26@27c. 


Minneapolis, Minn,, June 14. — Fancy 
white, 12@14c.; No. 1 white, 11@12c.; fancy 
amber. 10@11c ; No. 1 amber, 9@10c.; fancy 
dark, 8@9c.; No. 1 dark. 7@8c. Extracted, 
white, 6@7c.: amber. 5@6c.; dark, 4@5c. 
Beeswax, 24@27c. 

Demand for extracted honey is nominal. 
but at fair prices. Comb very slow on ac- 
count of warm weather. 


San Francisco, Calif., June 9.—White 
comb, 9-10ce; amber.5-7c. Extracted, white, 
4%-5'4c.; light amber, 4-4%c.; amber, 3\%c.; 
+ nig tule,2%c. Beeswax fair to choice, 25- 
a iG, 

New-crop honey has been coming forward 
quite freely, mostly extracted, with demand 





slow at full current figures, and mainly for 
local use. Some inquiry is being made on 
foreign account, but shippers’ ideas of values, 
so far as exprest this season, are at a low 
range, and under any prices which have yet 
been acceptable to pruducers. This year's 
product, owing to its generally fine quality, 
should prove very desirable to European 
dealers, and it is hoped they will see their 
way clear to bid figures which will allow at 
least a fair remuneration to apiarists. 





List of Honey and Beeswax Dealers. 


Most of whom Quote in this Journal 


Chicago, tlis. 
R. A. BURNETT & Co.. 163 South Water Str: et. 
New York, N. ¥. 


HILDRETH BROs. & SEGKLKEN. 
120 & 122 W. Broadway. 
Kansas City, Mo. 
0. C. CLEMoms & Co., 423 Walnut St 
Buffalo, N. ¥. 
BATTERSON & Oo.. 167 & 169 Scott St. 


Hamilton, flis. 
CHAS. DADANT & Son, 


Philadelphia, Pa. 
Wu. A. SELSER, 10 Vine B8t. 
Cleveland, Ohio. 
A. B, WiLLiaMs & Co., 80 & 82 Broadway. 
St. Louis, Mo. 
WestcoTr Com. Co.. 213 Market St 
Minneapolis, Minn. 
8. H. HALL & Co. 
Milwaukee, Wis. 
A, V. BisHop & Co. 
Boston, Mass. 
BLAKE. Scott & LEE., 57 Chatham Street. 
Detroit, Mich. 
M. H. Hunt, Bell Branch, Wayne Co., Mich, 
Indianapolis, Ind. 
WALTER 3S. Pocper, i62 Massachusetts ave 
Albany, N. Y. 
CHaAs. MCCULLOCH & CO., 380 Broadway. 


Cincinnati, Ohio. 
Cc. fF, Mutu & 8on, cor. Freeman & Central Avs. 


Creamery Machinery 2%, ,. 


One Upright Boiler and Engine. Two Vats 
for Milk and Cream. capacity 300 gallons 
each. One Mason Box Churn 200 gallons. 
One List Churn with Bottles and Cases. One 





Power Butter-Worker. One DeLavel Belt 
Separator. One Howe Platform Scales, four 
beams. Milk and Cream Cans. One 1l-pound 
Butter-Print. Six 58-pound Butter-Cases. 
One Power Force-Pump. Shafting, Pulleys, 
Belting, lot of Iron Pipe, Water-Tank, etc. 
Allin good order. Will be sold at a sacrifice. 
Address or call on, 
J.&. HARTZELL, Addison, Pa. 
Railroad Sta —CONFLUENCE, PA. 26A2t 
WHEN ANSWERING THIS ADVERTISEMENT, MENTION THIS JOURNAL. 





Queens and Queen-Rearing.— 
If you want to know how to have queens 
fertilized in upper stories while the old 
queen is still laying below; how you may 
safely introduce any queen, at any time of 
the year when bees can fly; all about the 
different races of bees; all about shipping 
queens, queen-cages, candy for queen- 
cages, etc.; all about forming nuclei, mul- 
tiplying or uniting bees, or weak colonies, 
stc.; or, in fact, everything about the 
queen-business which you may want to 
know—send for Doolittle’s ‘‘ Scientific 
Queen-Rearing’’—a book of over 170 

ages, which is as interesting as a story. 
ae are some good offers of this book: 

Bound in cloth, postpaid, $1.00; or clubbed 
with the Bes JouRNAL for one year—both 
for only $1.75 ; or given free as a premium 
for sending us ‘wo new subscribers to the 
Bee JouRNAL for a year at $1.00 each. 





A Book Recommended by Dr. Gallup. 
THE NEW METHOD 


In Health and Disease. 


By W. E.Forest, M. D., 12th Edition, Re- 
vised, Illustrated, and Enlarged. This is 
the greatest and best work ever publisht 
as a HOME Puysician, and as 


A Guide to Health. 


It makes the way from Weakness to 
Strength so plain that only those who 
are past recovery (the very few) need to 
be sick, and the well who will follow its 
teachings cannot be sick. It is now 
in many families the only counsellor in 
matters of health, saving the need of call- 
ing a physician and all expenses for medi- 
cines, as it teaches Hygiene and the use 
of Nature’s remedies, mot a drug 
treatment. 


All Chronic Diseases 


are considered, and there is not a curable 
disease that has not been belpt by some 
of the ‘‘ Vew Methods” given here; even 
those who have been pronounced Con- 
sumptive have been entirely cured. 
While for Rheumatism, Indiges- 
tion, Dyspepsia, Constipation, 
Dysentary., “Liver and idmey 
Troubles, Catarrh, Emacia- 
tion, General Debility, Nerv- 
ous Exhaustion, Diseases Pe- 
culiar to Women, etc.. the methods 
are sure, and can be carried out at one’s 
own home and with little or no expense. 


A Guarantee. 


So confident are the publishers of the 
results, that they offer to refund the 
money to any one who will try ** New 
Methods” thoroughly, if the book is re- 
turned in good condition. 

The New Edition 
is illustrated with a number of Anatom- 
ical plates from the best English work on 
Anatomy publisht, and others made ex- 
pressly for this work; contains 300 pages, 
printed on fine calendered paper, and al- 
though the price.of tbe first edition (much 
smaller in size and without illustrations) 
was $2.50, we sell this at $1.00, postpaid. 

PREMIUM OFFERS. 
For sending us two new subscribers to 
the Bee Journal for one year, we will 
mail ycu the book free as a premium, or 
we will mail it for sending your own ad- 
vance renewal and one new yearly sub- 
scriber. This is a wonderful premium 
offer. Address all orders to— 


GEORGE W. YORK & CoO., 
CHICAGO, ILLS. 





UNG DISEASES. 


ae years’ experience. If your case is 
sufficiently serious torequire expert medi- 
cal treatment, address 
Or. Peiro, 100 State St., Chicago 


Texas Queens ! 


By return mail. Best honey-gathering strain 
in America. Untested, 75c. Select Warran- 
ted, $1.00. J. D. GIVENS, Lisbon, Tex. 


9A26t Mention the American Bee Journal 








Bee-Keepers’ Photograph.—We 
have now on hand a limited number of ex- 
cellent mp of prominent bee-keep- 
ers—a number of pictures on one card. The 
likeness of 49 of them are shown on one of 
the photographs, and 121 on theother. We 
will send them, postpaid, for 30 cts. a card, 
mailing from the 121 kind first; then after 
they are all gone, we will send the 49 kind. 
So those who order first will get the most 
‘* faces’ for their money. Send orders to 
the Bee Journal office. 
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Successful Bee-Keeping, 
by W.Z Hutchinson ; 
and our 1897 Catalog, for 2- 


cent stamp, or a copy of the 


Catalog for the Asking. We make almost 
Every thing used by Bee-Keepers, and at 
Lowost Prices. OUR 


Falcon Polisht Sections 


are warranted 


Superior to All Others. 


Don’t buy cheaply and roughly made Goods. 
when you can have the best—such as we 
make. 


The American Bee - Keeper 


{monthly, now in its 7th year] 


36 Pages—50 Cents a Year. 
PAMPLE FREE—ADDRESS, 


THE W. T. FALCONER MFG. CO., 


JAMESTOWN, N. Y. 


Golden Beauties and 3-Banded 


Silver-Gray Carniolans. 
Untes ed, 50c.; Tested, 75c. Safe arrival 
guaranteed. Address, 

Judge E. Y. TERRAL & CO. 


26Attf CAMERON, TEXAS. 


1 ARISE 


7" aAe > the readers 


Lm. JOURNAL that 
DOOLITTLE 


has concluded to sel! 
—BKES and QUEENS— 
in their season, during 
i897, at the following 
prices : 

One Colony of Italians 
on 9 Gallup frames, in 
ens eine box $6 00 











Five Colonies.. 25 00 
Ten Colonies.. 45 00 
1 untested queen. 1 () 
6 queens 550 
1: “ 1000 
1 tested ueen... $150 
3 ueens. 350 
: select tested queen 2: 0 

“ Queens 4 00 


Select tested queen, eal season’srearing 4 (1) 

Extra Selected for breeding, THE VERY BEST. 500 

About a Pound of BEHS in a Two-frame Nucleus. 

with any Queen, $2.00 extra. 

aay ae 

e@ Circular free, giving ful! particulars regarc- 
ing the —— each class of Queens. 

Addres 


G. M. DOOLITTLE, 


BORODINDO., Onon. Co.. N.¥ 


1G MONEY IN POULTRY 


. s of ist PRIZE WINNERS 

T So SETTINC to the 
senaesaadiaaa’ —h. onlyif you order 
now, of 30 leading varieties. Bend 15e 
f r the largest and most complete Poultry 
Py Guide ever, JOHN BAUSCHER, Jr. 
* published. Box 9%, Freeport, Ills. 


Mention the American Bee Journal 


11A25t 









10A19t 


OS OO OO 
RUMEI_WY 
Traction, Portabse and Semi-Port- 


able, Simple and Compound, Also 
Threshers, Horse Powers,Saw Mills 





Send for illustrated catalogue free 
Ours are equal teal Serpe by 
none, “It's a way we have.” 

M. Rumely Co. Laporte,ind. 


Please Send Usthe Names of your 
neighbors who keep bees, and we wil] 
send them sample copies of the BEE 
JOURNAL. Then please call upon them 
and get them to subscribe with you, and 
secure some of the premiums we offer. 











July 8, 1897. 
20th 


year Dadants Foundation ¥,: 


Year 
Why Does It Sell So Well? 


Because it has always given better satisfaction than any other. 


Because IN 20 YEARS there have not been any complaints 
of compliments. 


We Guarantee Satisfaction. 


What more can anybody do? Beauty, Purity, Firmness, No Sagging, No 
Loss. Patent Weed Process of Sheeting. 





, but thousand 


Send Name tor Our Catalog, Samples of Foundation and Veil 
Material. We sell the best Veils, cotton or silk. 


Bee-Keepers’ Supplies of All Kinds, 


LANGSTROTH ON THE HONEY-BEE, Revised. 
The Classic in Bee-Culture—Price, $1.25, by mail. 





CHAS. DADANT & SON, 


HAMILTON, Hancock Co., ILL. 


Please mention the Am. Bee Journal. 


A:SECTIONS 4: SECTIONS 
Our business is making Sections. We are located in the basswood belt of Wis- 


consin; therefore the material we use cannot be better. We have made the fol- 
lowing prices: 





No. 1 Snow-White. No. 1 Cream. 

OU ae |. oe $1.25 0” SIRE Ete ne el eee $1.00 
ee: oo eee 2.50 te RRS ER a yy Up ES 2.00 
PO EE. «5 k's SER @ Bsaid 4.75 = &  SSSSRaei ee 8.75 
SOGG Get........amee <<, 676 | S000 te.............-..--.. 5.25 


If larger quantities are wanted, write for prices. 
Price-List of Sections, Foundations, Veils, Smokers, Zinc, Etc., 
Sent on application. 


6A35t MARSHFIELD MFG. CO., Marshfield, Wis. 


THE ROOT NO-DRIP SHIPPING-CASES. 


Why throw away good money on home-made or poorly-made Cases — such as 
will let the honey drip through them? Commission men have told us that 
honey put up in our Cases brings one or two cents more per pound. A word 
to the wise is sufficient. 


The Porter Bee-Escape. 


Acknowledged to be the best in the worid. Cleans supers of bees without 
smoking, brushing, shaking, or uncapping the boney. 


The Root-Cowan Extractors. 


Have been and are the standard the world over. 


Packages for Extracted Honey. 


We are head-quarters for everything in this line. 


The New Weed Drawn Foundation. 


This is a success. Don’t take the statement of any one else, but send for sam- 
ples and try it yourself. Pieces 4 inches square, running about 11 feet per Ib., 
are now being sent out. Prices—3 pieces, 4x4, 10c.; by mail, 12c. 10 pieces. 

25c.; mail, 30c. 24 pieces, 50c.; mail, 60c. And if we can catch up on orders 
for the small lots, we will furnish it in half-pound packages at 75c. with other 
goods, or 90c. postpaid. 


THE A. I. ROOT CoO. 


Factory and Main Office, MEDINA, O. 
BRANCH OFFICES : 
118 Michigan St., Chicago, Il. Syracuse, N. Y. 
1024 Miss. Str., St. Paul, Minn. Mechanic Falls, Maine. 
10 Vine St., Philadelphia, Pa. 
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